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XCEPT for the correction of obvious errors, the bibliographic information is as given 

in the review or reviews. It is, therefore, in many cases incomplete and in some 
probably inaccurate. Each quotation immediately follows the name of the journal from 
which it is taken. Where ho plus or minus trend is indicated, none is apparent in the 
review. The wealth of material available has made it necessary to omit reviews of books 
known to have been published in 1937, or earlier, and to use judgment in the listing of 
reviews of annuals and new editions of well-known books. Cross references have been 
omitted both in the text and in the index. The index is made according to the broadest 
of subject headings and the headings will be revised as the requirements of future 
material dictate. Space limitations have not permitted the publication of hundreds of 
reviews of books previously listed which have been duly recorded at the editorial office. 
Notations of additional reviews of books listed in T. B. R. I. will be sent upon request 
whenever available. The Editor. 





Sept., 1-241; 


1. A.B.C. of A.R.P. 
Sons Ltd. il., diag. 6d. 

Colliery guard., S 30 ’38, p. 592, 1/5 col. “Meets 
the needs of the ordinary householder who may well 


English translation. The presentation is popular, and 
the book is intended not only for astronomers but 
also for workers in related fields. The observational 
results are described in considerable detail. . .”” + 
Brit. astron. assoc.—JI., O °38, p. 411, 2 p. F. J. S. 


London, Jordan & 





be bewildered by’ the mass of official literature on the 
subject. By means of diagrams, plans and pictures, 
the book shows clearly what precautions can be taken 
quickly and inexpensively against air attack by high 
explosives, incendiary bombs and gas.” 

Foundry trade jl., O ’38, p. 284, 1/3 col. + 

Mining jl. (London), Ag 1 738, p. 924, 1/3 col. + 

2. Abegg, R., Auerbach, Fr. and Koppel, 
I. Handbuch der anorganischen chemie. 
v. 4, Die elemente der achten gruppe des 
periodischen systems. pt. 2A, sec. 3.— 
Legierungen und verbindungen des eisens 
mit H, B, Si, P, As, Sb, Bi, S, Se, Te. 
Leipzig, Hirzel, 1938. p. 559-723, 77 il. RM 
20. 


* Inst. of metals—Mo. jl., Ag ’38, p. 459, 1/4 p. 
“. . . Deals with the compounds and alloys of iron 
with hydrogen, boron, silicon, phosphorus, arsenic, 
antimony, bismuth, sulphur, selenium, and _ tellurium. 
The subject has been handled in the efficient and 
workmanlike manner which one is accustomed to in 
this work; details connected with phase relationships 
are profusely illustrated throughout the volume. The 
descriptions of the physical and chemical properties 
of the various materials are described in sufficient 
detail, and a very comprehensive and useful bibliog- 
raphy is provided.” James F. Spencer. + 
(See 1-1732, 2-3281) 


3. Abetti, G. The sun: its phenomena 


and physical features. Trans. by A. Zim- 

mermann and F. Borghouts. N. Y., Van 

Nostrand, 1938. 360 p., 157 il. $5. 
Astrophysical jl., O ’38, p. 374, 1/2 col. “. . . Has 


now been revised and brought up to date for the 


(See 1-1733) 

4. Academy of motion picture arts & 
sciences. Motion picture sound engineer- 
ing. A symposium of papers on studio 
sound recording and theater sound repro- 
ducing equipment and practice. Holly- 
wood, Cal., Acad. of Motion Picture Arts & 
Sciences. $4.00. 

Soc. of motion picture eng.—Jl., S ’38, p. 324, 1 p. 
. . Results from courses in motion picture sound 
engineering conducted during 1936 and 1937 by the 
Research Council of the Academy of Motion Picture 
Arts & Sciences, the lecturers being the qualified 
representatives of the major sound departments. There 
are thirty-nine chapters, of which the first ten relate 
to the practice of sound recording in studios and 
sound reproducing in theaters, while the succeeding 
chapters are concerned with transmission circuits and 
electromagnetic theory. . . A useful compilation of 
information dealing with the relatively new science 
of sound recording and reproduction.” H. G. Knox.+ 

Acoustical soc. of Am.—JI., O ’38, p. 150, 1/2 col. 
“A sequel to ‘Recording Sound for Motion Pictures’ 
which was published in 1931 and has been compiled 
since 1936 from stenographic notes of a series of 
lectures delivered to approximately 200 selected studio 
sound department employees by a number of lecturers. 
. . » Book is well done and will no doubt be the Bible 
for those sound technicians connected with the picture 
industry, howsoever, it contains much material which 
will be of interest to others working with sound 
recording or sound transmission.” F. A. Firestone. + 


(N. Y., Van Nostrand, 534 p. $6.) 
Electronics, S ’38, p. 80, 1 col. B. D. + 














BLAKISTON DICTIONARIES 
For Special Libraries 


GOULD’S MEDICAL DICTIONARY—4th Edition 


This is an authoritative dictionary of all of medicine including its many 
specialties and related sciences. It gives 90,000 words with their pronunciation 
clear but concise definitions; many tables, illustrations and time-saving arrange- 
ments of scientific data; Greek and Latin derivatives; Prefixes and Suffixes, etc. 


273 Illus. Flexible Washable Fabric, $7.00; With Thumb Index, $7.50. 


LANG’S GERMAN-ENGLISH MEDICAL DICTIONARY— 
4th Edition 


This famous dictionary contains about 57,000 medical words with their 
concise translation into English and the correct German pronunciation which is 
given in simple, English phonetics. It includes all of modern medicine. The 
text has been set in Roman characters. 


926 Pages. Washable Fabric, $10.00. 


HACKH’S CHEMICAL DICTIONARY—2nd Edition 


This is a very serviceable chemical dictionary. It is comprehensive in that 
it contains many original diagrams to aid the student; historical material for 
the lecturer and teacher, and the whole of modern chemical progress for use of 
the industrialist, the librarian and lay reader. The pronunciation is presented 
in simple, English phonetics. 


400 Illus. 1020 Pages. Washable Fabric, $12.00. 


DUNNING AND DAVENPORT’S DICTIONARY OF 
DENTAL SCIENCE AND ART 


This is a new work listing the many thousands of dental terms with 
concise definitions and pronunciation. It includes the essence of careful research 
of special committees on dental nomenclature. Among the illustrations are many 
portraits of eminent persons in dental progress. 


79 Illus. (Some in Colors.) Tables. 635 pages. Washable Fabric, $6.50. 
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5. Adamson, R. S. The vegetation of 
South Africa. London, Brit. Empire Veg- 
etation Com., 1938. 235 p., 23 figs., 12 maps, 
17 photos. 10s. (Obt. from Asst. Dir., 
Royal Botanic Gdns., Kew, England.) _ 

Jl. of ecology, Ag ’38, p. 498, 1-1/2 p. “. . . First 
of a series on the vegetation of different regions 
within the British Empire. . . It is a good deal more 
than a botanical treatise. It is also a guide to the 
natural resources of the Union of South Africa, in- 
dicating as it does the inter-relations between geology, 
soils, climate, ip ames and modes of exploitation. 
eo We ees 


6. Ailfeld, F. and Reyes, J. M. Min- 
eralogie von Bolivien. Berlin, Borntraeger, 
1938. 89 p. RM 10.50. 

Am. mineralogist, Ag ’38, p. 538, 1/4 p. “. . 
German translation of a somewhat cae eitiniel 
work by the same authors in Spanish (Mineralogia 
Boliviana). Here are recorded the descriptions (crys- 
tallographic and chemical) and occurrences of 171 
mineral species, based largely on the studies of the 
senior author which have extended: over a long period. 

. Makes accessible to all mineralogists and mining 
engineers information concerning the mineral wealth 
of this country.” W. F. H. + 

Econ. geology, N ’38, p. 780, 1/4 p. W. S. Bayley. 


7. Am. engineering council. Employ- 
ment and the engineer’s relation to it. 
Wash. (D. C.), Am. Eng. Coun., 1938. 44 
p. ie. 

Civil eng. (N. Y.), S 38, p. 635, 1/6 col. ‘“Com- 
prise the addresses and digests of the discussions pre- 
sented at Council’s | public forum held in Philadelphia.” 

Am. institute of steel construction. 
The battledeck floor for highway bridges. 
N. Y., Am. Inst. of Steel Construction. 25 
p., tab. Free. 

Eng, news-rec., O 27 °38, p. 535, 
principles and proper practices in designing steel 
plate floors are presented. . . Design data . . . are 
based upon an extensive test program carried out at 
Lehigh University. Drawings of structural details 
as well as recommended design specifications are 
included.” 

Am. iron and steel institute. Steel 
products manual. Sec. Carbon steel 
plates; Sec. 18. Steel tubular products. 
oq Y., American iron and steel institute. 

Min. & met., N 38, p. 14 adv., 1/3 col. “. . 
Sections 6 and 18 of the manual and are entitled 
‘Carbon Steel Plates’ and ‘Steel Tubular Products.’ 
The pamphlet on carbon steel plates classifies plates 
by size and qualities, and describes standard and 
special manufacturing practices. Chemical limits and 
tolerances for thickness, flatness, camber, etc., are 
also included. The tubular products section gives 
definitions of standard pipe, oil country tubular goods, 
pressure pipe, pressure tubing and mechanical tubing, 
together with the manufacturing tolerances applying 
to each class.” 

(See 3-999, 3-3278) 

10. Am. planning and civic assoc. Port- 
folio on the national park and monument 
system. Wash., D. C., Am. Planning and 
Civic Assoc. In 4 pts. 75c. 

Am. forests, O 38, p. 475, 1/2 col. “This pic- 
torial work has high interest and informative value. 
Part I answers completely the question so often 
asked—‘What are the National Parks?’ Part II is 
called ‘The Conservation of Nature’ and deals with 
wilderness conservation—of rocks, trees and animals. 
Part III, titled ‘The Preservation of History,’ covers 
just that, giving a brief cross-section of the fascinat- 
ing historic and prehistoric exhibits of our National 
Parks and Monuments, while Part IV, called ‘The 
Master Plan,’ explains the plan of park’ development. 


1/3 col. ‘The 








Review Index 3 
.. bee + 
11. Am. public works assoc. Street 
cleaning practice. Chicago, Am. Pub- 
lic Works Assoc. 407 p., il. $4.00. 
Professional eng., O ’38, p. z 1/3 col. “One of 


the best authoritative treatises in this field, in fact, 
one of the first. All engineers engaged in the 
municipal engineering field and all city officials should 
have this book.” 

Public man., O ’38, p. 316, 1/3 col. “. . . Impor- 
tant manual or reference volume records street clean- 
ing experience and practice in more than 100 cities. 
All phases of street cleaning—organization, planning, 
equipment, methods, special problems, etc.—are dis- 
cussed, and three appendixes present detailed informa- 
tion on practices in individual cities, typical ordi- 
nances, and a selected bibliography. Any municipal 
official who is confronted with solving the technical 
and administrative problems in connection with street 
cleaning should have a copy of the important manual 
on his desk.” + 

Public wks., O ’38, p. 66, 1/3 col. “After a dis- 
cussion of local conditions as they affect street clean- 
ing, there is a discussion of selection of method, fre- 
quency, time of cleaning, routing and establishment 
of schedules. Other sections cover reducing amount of 
street litter, ice control, and other factors. The final 
portion deals with administration, including organiza- 


tion, personnel, management of equipment, records, 
costs and budgets.” 

12. Am. road builders’ assoc. Proceed- 
ings, 1938 annual convention. Wash. 

. C.), Am. Road Builders’ Assoc., 1938. 
918 p., il. 

Eng. & contract rec., O 12 ’38, p. 28, 3/4 col. 


“Comprising, as it does, all of the papers, addresses, 
reports and discussions presented at the meeting, it 
will be apparent that there is hardly any matter 
atfecting roads that is not considered some place in 
the book. It is therefore a manual of road design and 
construction practice that every highway engineer, 
contractor and administrator would do well to have 
in his library.” 


13. Am. youth comm. /Youth serving 


organizations. Wash., D. C., Am. Youth 
Commission. 
Am. forests, O ’38, p. 475, 1/4 col. “. ..A pre- 


liminary report, presenting valuable basic data on a 
large number of national organizations whose activi- 
ties are concerned wholly or in substantial part with 
American youth. Including much information never 
assembled before, it is believed that this book will be 
of great use to community leaders everywhere inter- 
ested in the problems of today involving the care and 
education of youth.” L. M. 

14. Armstrong, L. V. We, too, are the 
people. Boston, Little Brown and Co., 
1938. 474 p. $3.00. 

Am. forests, O ’38, p. 475, 1/4 col. “A warm- 
hearted human book of enthralling interest, an impor- 
tant bit of contemporary history telling the story of 
three years of Federal Emergency Relief Administra- 
tion in a northern Michigan county. . . To tfiose of 
us who realize that conservation is a matter of human 
as well as natural —— it is a fascinating and 


valuable book.” . B+ 
Public man., N °38, p. 349, 1/5 col. + 
15. Arthur, S. C. Audubon. New Or- 


leans, Harmanson. 517 p., il. $5.00. 

Am. forests, S ’38, p. 426, 3/4 col. “. .. No page 
of Arthur’s account is without its dramatic interest, 
and no paragraph without purpose in unfolding the 
life. The author has been faithful to the facts, find- 
ing them of sufficient color in themselves to warrant 
their presentation without the adornment usually 
found in lives of the great naturalist. Indices which 
detail the ‘Enigma and the Lost Dauphin’ phase of 
Audubon’s birth, give a bibliography of his published 
works, a dated check- list of his plates, and authorities 
consulted in compiling the biography, will be found 
of value to collectors and enthusiasts. Well docu- 


mented, well-written, and well formated, this newly 
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published intimate life of Audubon is a best buy from 


any angle.” 
16. Asquith, "M. Countess of Oxford & 


Asquith, Ed. Myself when young—A book 
of famous women. London, F. Muller. 
12s 

Elec. age, Autumn ’38, p. 483, 1/3 col. “Lady 
Oxford’s opening question, ‘What have you done 
with your youth?’ is answered in 15 contrasting 
ways, according to temperament or personality, sadly 
or gayly, regretfully or with some measure of satis- 
faction, by the outstanding women who have given 
accounts of the childhood, girlhood and early woman- 
hood, which have resulted in the figures the world 
knows today. .. Is... doubly interesting because it 
presents 15 facets of the ordinary and yet the ex- 
traordinary woman.” 

17. Atkins, W. E. Economics I. N. Y., 
Am. Inst. of Banking. 544 p. 

Chem. ind., Ag ’38, p. 144, 1/8 col. “. .. A text 
book for use in adult classes under the auspices of 
the American Institute of Banking; a general intro- 
duction to economics in not too rigidly the class room 
style.” 

18. Aus theorie und praxis der elektro- 
schweissung. Pt. 6: Geschweisste fahr- 
zeugkonstruktionen der deutschen reichs- 
bahn, by G. Mauerer. 36 p., 35 il.’ Pt. 7: 
Berechnung der geschweissten maschinen- 
teile auf dauerhaltbarkeit, by R. Hanchen. 
46 p., 55 il. Braunschweig, Vieweg, 1938. 
RM .70 ea. 

a u. maschinenbau, O 9 ’°38, p. 540, 
1/2 col. Wac. 

19. Easton, J. My life. 
rap. &s. 6d. 

Royal aero. soc.—Jl., Ag. PSG. De 786; 2/4: Or ea 
The general public will enjoy ‘the story of a deter- 
mined young woman who pursued her goal unwaver- 
ingly. . . To long-distance pilots it will recall vivid 
memories. . . Future record-breakers should read the 
book for its valuable details about preparation for 
flights, customs formalities in various countries; sur- 
face conditions of aerodromes and difficulties of ap- 
proach. . . Writes as competently as she flies...” + 

20. Bergedorfer spektral durchmusterung, 

Band 2 + 45°. Hamburg, Sternwarte, 
384 p. 
_ Pop. astronomy, N ’38, p. 537, 1/4 p. ‘‘. . . Second 
in a series. . . Completed series is to cover the 115 
Selected Areas of Kapteyn, in the northern hemi- 
sphere. It contains for all stars of the thirteenth 
magnitude or brighter the spectrum derived from 
plates made with the Lippert-Astrographic telescope 
at Hamburg by A. Schwassmann, and the magnitudes 
determined at the Kapteyn Astronomical Laboratory 
in Groningen from plates taken at the Harvard Col- 
lege Observatory. It represents a large amount of 
labor and will be useful to future workers in spectral 
analysis.” + 

21. von Bergen, \WW. and Mauersberger, 

. RR. American wool handbook. N. Y., 
American Wool Handbook Co. 864 p., il. 
$3.95. 

Am. dyestuff reporter, Jy 25 38, p. 430, 1-1/4 col. 
“Preface by A. Besse. . . Is the first attempt for a 
long time in America to consolidate existing old and 
much new information concerning the growing of 
wool. its marketing, grading and use in the woolen 
and worsted trade. It is truly a reference book, writ- 
ten in simple and easily understandable English. . . 
Closes with a chapter on American and foreign litera- 
ture on wool, a dyestuff appendix and a subject index. 
As a whole the book acts as a complete, well-illus- 
trated reference book on all phases of wool production 
and manufacture for the whole American trade as 
well as the student, economist and consumer.” + 
Can. chem. & process ind., S 738, p. 54, 1/2 col. 

Represents primarily American technique in the 
practical art of converting wool into yarns and fab- 


London, Har- 


“ 








Review Index 


rics.” + 

General electric rev., N °38, p. 511, 1/2 col. te 

22. Berland, L. Les araignées (Coll. 
les livres de nature). Paris, Stock, 1938. 
175 p. 15 f&. 

Bul. biologique de la France, v. 72, no. 2, °38, 
p. 384, 1/4 p. M. C. i atl 

23. Berthold, P. Biometrie in der rassen- 
kunde. Jena, Fischer, 1938. 62 p., 50 il. 
RM 3.60. 

Anatomischer anz., S 20 °38, p. 106, 3/4 p. K. H. 
Roth-Lutra. ; 

24. Bidwell, P. W. Our trade with 
Britain—bases for a reciprocal tariff agree- 
ment. N. Y., Coun. on Foreign Rel., 1938. 
129 p. $1.50. 

Jl. of farm econ., Ag ’38, p. 729, 1-1/2 p. “. .. Is 
not only an analysis of Anglo- American ui rela- 
tions; it is a defense of the reciprocal trade agree- 
ments program. It is written in a manner which will 
enable the layman to read and understand...” A. 
Hobson. + ; ies f 

25. Bingel, R. Die elektrizitat im auf- 
gabenkreis der deutschen technik. Berlin, 
a 1938. 90 p., 23 il., 1 plate. RM 

70. 


Stahl «. eisen, S 15 °38, p. 1027, 1/3 col. R. 
Durrer. 

Elektrotechnik u. maschinenbau, O 23 °38, p. 567, 
1/3 col. R. Jiretz. 

26. Bitterman, H. J. State and federal 
grants-in-aid. N. Y., Mentzer, Bush & 
Co., 1938. 550 p. $4.00. 

II. of farm econ., Ag ’38, p. 731, 1-1/2 p. “. 
Represents a revision and bringing up to date of a 
doctoral dissertation presented to the Department of 
Economics of the University of Chicago in 1932. The 
author emphasizes the development and present de- 
scription of state and federal grants-in-aid in the 
United States. A brief description of grants-in aid 
in other countries is also included. . . Those particu- 
larly interested in grants-in-aid, either from a stand- 
point of public administration or public finance, should 
not fail to read this book.’”” M. P. Catherwood. + 

27. von Bongart, B. J. Diesel engines. 
N. Y., Van Nostrand. 335 p., il. $5.50. 

Combustion, O °38, p. 38, 1/3 col. ‘Predicates 
the text on a review of early researches in the field 
of internal combustion engines leading up to the 
work of Dr. Diesel in 1892. This is followed by the 
development of the diesel engine up to its present 
state. Designs of diesel engines.as adapted to various 
fields of application are described and discussed. Chap- 
ters on thermodynamics, combustion, fuel oils, atomi- 
zation, fuel pumps, fuel injection nozzles, combustion 
chamber design and supercharges are included. The 
economics of the diesel engine are also discussed and 
much research is reviewed.” + 

28. Botley, C. M. The air and its mys- 
teries. Forewd. by Sir R. Gregory. Lon- 
don, Bell, 1938. 296 p. 8s. 6d. 

Meteorological mag., Ag ’38, p. 185, 1/2 p. “... 
Belongs to the popular class of scientific Heerature; 
it is ‘an attempt to give those who live in an air- 
minded age some insight into the new and wonderful 
realm of which, through the courage of the pioneer 
and the skill of the scientist, they have been made 
free.’ . The scope of the book goes far beyond the 
ordinary confines of meterology and it contains a sur- 
prising amount of information on all sorts of subjects 
connected directly or indirectly with the air. aa o 

29. Bound, R. H. Hydraulic actuating 
equipment for aircraft. .Forewd. by G. H. 
Dowty. Cheltenham (Engl.), Aircraft 


Components Ltd. 84 p., il., diag. 

Aeroplane, O 5 738, p. 424, 3/4 col. “‘Gives a very 
complete and absorbing account of hydraulic actuating 
equipment for use in aircraft of all types. The book 
is far more than a description of the products of one 
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firm, although those products are so extensive that a 
description of them would give a clear picture of the 
methods and uses of actuating equipment used through- 
out the World. . . There is also a very useful chapter 
on the tracing of troubles in hydraulic equipment and 
the methods of testing units. Although maintenance 
is normally small these hints should be particularly 
interesting to those concerned. . . A noteworthy addi- 
tion to the literature on the subject and one which 
all interested should be glad to possess.”’ + 

30. Bower, F.O. Sixty years of botany 
in Britain (1875-1935). Impressions of an 
eye-witness. London, Macmillan, 1938. 


112 p., 14 il. 10s. 6d. ; 

Nature, Jy 9 ’38, p. 51, 2-1/2 col. “. . . Has given 
us a valuable book which may interest many in addi- 
tion to professional botanists. It should be available 
for the students in every botanical department. In 
proportion to their youth, readers will be removed 
from any personal contacts with the small body of 
pioneers who laid the foundation of the differentiated 
perhaps over-specialized, science as it is now found 
in our universities. Prof. Bower has been able to 
write as an eye-witness of these men and their work 
and has done this so vividly that we can realize how 
the botanical departments in which we work and the 
conditions we take for granted have come about. 
This is the book’s immediate value; but the data it 
contains may prove invaluable to some future botan- 
ical historian.” W. H. L. 

31. Boyce, J. S. Forest pathology. 
N. Y., McGraw-Hill, 1938. 600 p., 216 figs. 
$5.00. 

Am. jl. of science, S ’38, p. 233, 1 p. “This latest 
addition to the American Forestry Series deals with 
that highly specialized branch of plant pathology 
which pertains to diseases of forest trees and has 
for its purpose the prevention and control of such 
diseases. . . While written primarily as a text for the 
teaching of forest pathology and as a handbook for 
the practical forester, this book cannot be ignored by 
the research worker. For him it draws a timely pic- 
ture of the present status of knowledge in this field. 
Also, the copious references which appear at the close 
of each chapter have been selected with such skill 
that they present a wealth of important subject matter 
without unduly lengthening the book by the intrusion 
of non-essential titles. . ” R. P. Marshall. + 

32. Braeuer, A.; Reitstoetter, J. Fort- 
schritte des chemischen apparatewesens- 
werkstoffe. Pts. 1 & 2. Leipzig, Akad. 
Vigsges., 1938. 320 p. RM 28. 

Met. & alloys, O ’38, p. 631, 1/2 col. “A classifi- 
cation of some 2600 German patents relating to ma- 
terials used in the chemical industry. The listed 
patents (128 pages) were granted in the period from 
1877 to December 1936. Those patents issued up to 
June 1922 are briefly described and their claims are 
summarized in an appendix of 192 pages. Half of 
the book refers to metals. . . Most of the remainder 
is devoted to non-metallic materials used—or rather 
proposed—for the construction of chemical apparatus 
such as glass, concrete, slag, porcelain, oxides, car- 
bides, etc. A short text precedes each group of 
patents. . . Collection may be of some help to librari- 
ans but it is doubtful that the American metallurgical 
engineer will fall back on it as it leans too much to 
the chemical side. The metallurgical part is obviously 
incomplete.” E. Fetz. 

33. Brandt, R. Himmelswunder im 
feldstecher. Leipzig, J. A. Barth, 1938. 
92 p., 65 il. RM 3.60. 

Sterne, N ’38, p. 263, 1-1/2 col. Erich Krug. + 

34. Bray, F. Light. 2nd ed. London, 
Arnold, 1938. 369 p. 7s. 6d. 

Physical soc-—Proc., N 1 738, p. 978, 3/4 p. “... 
Additions have been made to every chapter and the 
author has had in mind the demand for more up-to- 
date instruction, mainly in illumination, diffraction 
and spectra. He has done rightly, in the reviewer's 
opinion, in placing the rewritten chapter on pho- 
tometry much later in the book, at the end of Part I 


(geometrical optics). . .” W. J. oe 

35. Bridgeman, L.; Stewart, O. The 
clouds remember. London, Gale and 
Polden, Itd. 10s. 6d. 

Royal aero. soc.—Jl., Ag 38, p. 759, 1/2 p. “... 
Contains some forty drawings by Mr. Bridgeman of 
well-known wartime aeroplanes, both English and 
French, which are accompanied by a so-called com- 
mentary by Major Oliver Stewart, this being the 
reading matter of the book. . . Those who flew in the 
war will find this book of peculiar interest, but it 
ought also to be read by the younger generation who 
will learn much about the sort of aeroplanes in which 
their fathers went to war.” + 

36. Brit. commercial gas assoc. The 
factories act, 1937. London, Brit. Com. 
Gas Assoc. il. Free. 

Automobile eng., O ’38, p. 364, 1/6 col. “Lays 
down certain provisions for heating, ventilation, light- 
ing, etc. Illustrations are included of gas-fired 
steam boilers, central heating units, gas lighting, hot 
water supplies, clothes drying, etc.” + ; 

37. Brit. iron and steel fed. Statistics 
of the iron and steel industries. London, 
Brit. Iron and Steel Fed., 1938. 306 p. 
10s. 6d. 

Colliery guard., O 21 °38, p. 738, 1/3 col. “. .. 
Contains several new features which have been added 
in order to provide the fullest possible information 
regarding the British iron and steel industry. The 
tariff section now includes a schedule of all changes 
in the import duties since 1932 and of White Papers 
issued describing the circumstances of such changes. 
the progress of reconstruction, the International Cartel 
Agreement, the Report on the Present and Future 
Development of the Industry, and other key docu- 
ments. The usual information is also given regarding 
import duties on iron and steel at present in force 
in the United Kingdom and in foreign countries. . . 
Statistical tables are included showing the consump- 
tion of imported ore in this country by districts of 
consumption and by sources of supply. Additional 
statistics are available in relation to Brazil, Czecho- 
slovakia, and Canada. . . Authoritative in every re- 
spect, fulfills all the requirements of a book of ref- 
erence, much of the information being unobtainable 
elsewhere.” + 

38. Der neue Brockhaus. Allbuch in 4 
vols. & an atlas. Vol. 4, S-Z. Leipzig, 
F. A. Brockhaus. RM 12.50 ea. 

Physikalische zeit., O 1 ’38, p. 692, 1/2 col. L. 
Bewilogua. + 

(See 2-2523, 3-1813, 3-3952) 

39. Brown, H. B. and Bryant, A. J. En- 
gineering science. v. 2. Heat and heat en- 
gines and electrotechnics. London, Mac- 
millan. 6s. 

Engl. mechanics, O 7 738, p. 490, 1/4 col. “. .. 
Is intended to cover the requirements of students 
taking the Second Year National Certificate Course. 
In its preparation the mathematical side has been 
reduced to the minimum and the subject presented 
more from the practical viewpoint, although a number 
of elementary problems are worked out and a series 
of exercises included at the end of each section. The 
scope of the book covers The Heat Engine, Fuels, 
External and Internal Combustion Engines, Elec- 
trical Energy, Magnetism, and Principles of Genera- 
tion of Electrical Energy. This is a book which 
should also prove most helpful to the engineer 
draughtsman and the more advanced mechanic desir- 
ing to become familiar with the elementary principles 
of steam and internal combustion engines.” + 

Civil eng. (London), N ’38, p. 418, 1/3 col. + 

(See 3-295), 

; 40. Brown, N.C. Timber products and 
industries. N. Y., Wiley, 316 p., il. $3.50. 

Am, forests, O ’38, p. 475, 1/2 col. “A factual 
presentation covering the conversion of standing tim- 
ber to useful, merchantable forms. . . Special empha- 
sis is given to the enormous wastage in all forms of 








6 


Technical Book 


forest manufacture. . . Is primarily a text book and 

carries a wealth of information which has been as- 

sembled from a great variety of sources.” G. H. C.+ 
ten Bruggencate, P., Ed. Fort- 

schritte der astronomie. vol. 1, Materie im 

interstellaren raum. By W. Becker. Leip- 

zig, J. A. Barth, 1938. RM 7.50. 

Sterne, O °38, p. 236, 2 col. H. Miller. + 


Astrophysical jl., O °38, p. 378-384, 6 p. O. 
Struve. + 
42. Burt, H. and Sandberg, C. H. Steel 


construction. 4th ed. Am, Technical Soc. 


428 p. $3.50. 

Metal ind. (N. Y.), N ’38, p. 538, 1/4 col. “... 
is thoroughly revised to bring it up-to-date. The 
revision includes specifications data and many photo- 
graphs and drawings. The material has been re-ar- 
ranged into chapter form to make it more convenient 
for use and additional chapters have been written on 
several subjects, such as, welding and industrial build- 
ings. It is an excellent text for students. TP 

43. Butterfield, T. E.; Jennings, B. H.; 
Luce, A. W. Steam and gas engineering. 


3rd ed. 490 p., 300 il. $4.50. 

Combustion, O ’38, p. 38, 1/3 col. “Contains ex- 
tracts from the new Keenan and Keyes steam tables, 
up-to-date descriptive material on power plant equip- 
ment and devotes considerable space to steam cycles, 
high pressure and high temperatures, as found in the 
modern power plant. There are also chapters devoted 
to the internal combustion engine as well as fuels, 
combustion and fundamental thermal considerations. .. 
Is free of higher mathematics and should prove useful 
to many engineers in practice, particularly those who. 
have not kept in intimate touch with recent power 
plant practice.” 

44. Canadian textile jl. Manual.of tex- 
tile industry of Canada. Montreal, Cana- 
dian Textile Journal, 1938. $1.00. 

Can. chem. & process ind., S 38, p. 54, 1/4 col. 
. . Deals with economic and technical progress in 
the textile industry during the past year, and presents 
a body of related data on economics, trends, questions 
involving labor, plant development, imports, and in 
short everything which may have been the concern of 
the industry during the period. A list of 487 manu- 
facturers is given, together with a brief statement 
on their plant equipment.” 

Canfield, V. R. Sales administra- 
tion principles and_ problems. N. Y,, 
Prentice-Hall, Inc. $5.00. 

Am. business, O ’38, p. 62, 3/4 col. “. . . A book 
that bristles with facts and information, is authori- 
tative, and is actually interesting to boot. . . Book is 
one of the best on the subject to come to this writer’s 
attention.” + 

46. Carpenter, J. R. An_ ecological 
glossary. Norman, Okla., Univ. of Okla. 
Pr. 306 p., 12 appendices, 6 maps. $4.00. 

Jl. of ecology, Ag ’38, p. 500, 1/2 p. “. .. Worthy 
of notice as an attempt to solve a problem which is 
becoming increasingly severe, that of bringing into 
line the multiplicity of meanings which is affecting 
ecological nomenclature. . . Its value to the general 
and non-ecological reader is obvious. The scope of the 
book is indicated by the fact that it includes nearly 
3000 definitions, a list of useful sources and reference 
papers, and finally appendices dealing with equivalent 
terms in use by different schools of plant ecologists 
and including maps and tables of life zones and of 
biotic areas.””’ W. H. P. 

47. Chambers, J. S. The conquest of 
a N. Y., Macmillan, 1938. 366 p., 
11. 

Am. jl. of tropical med., Jy °38, p. 434, 1/2 p. 
“In this most readable and interesting work Doctor 
Chambers has contributed a valuable document upon 
the history of medicine in the United States. of special 
interest to all who are interested in tropical diseases. 


C. F. Craig. + 


“ 
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48. Chapman, W. A. J. 
shop calculations. London, Arnold. 


6d. 

Brit. machine tool eng., S-O ’38, p. 257, 1/3 col. 
“A very wide range of calculations is covered includ- 
ing operations with fractions and decimals; manipula- 
tion of formulae; powers of numbers; angles and 
their measurements; properties of tangents, radii and 
chords; the use and applications of sines, cosines and 
tangents; cutting speeds for turning and drilling; 
taper calculations; screw-cutting problems; tensile, 
compressive and shear stresses; transmission formulae; 
methods of plotting graphs, etc. In each chapter a 
number of examples is set, the answers being given 
at the end of the book. . . Is intended to cover all the 
calculation work occurring in the City and Guilds 
Intermediate examination in machinist’s, turner’s and 
fitter’s work.” : 

49. Chilson, F. Modern cosmetics. 
N. Y., Drug & Cosmetic Industry, 1938. 
564 p. $6.00. 

Am. perfumer, Ag 738, p. 49, 1 col. “... Is vir- 
tually a new book embodying a very considerable body 
of new and relevant material, developed largely from 
practical experience. Modern manufacturing processes 
are described without unnecessary detail; uses of new 
materials are indicated; and many formulas are given 
for all types of cosmetics except hair dyes. The 
formulas are in two groups: those which have been 
tested and those of an empirical nature. . . Manufac- 
ture of perfumes does not come within the scope of 
the book. Its chief value lies in its completeness, the 
amount of practical experience condensed into its 
pages and the clear readable style of the author.” + 

50. Chrétien, H. Cours de calcul des 
combinaisons optiques. 3rd ed. Paris, Ed. 
de la Rev. d’Optique théorique & instru- 


mentale, 1938. 1374 p. (lith.) 
Rev. d’optique, My ’38, p. 203, 3-1/2 p. A. Jobin. 
51. Christ, J. F. The law of contracts 
and sales. N. Y., Longmans. 232 p. $1.00 
(paper bd.) 


Applied work- 
3s. 


Chem. ind., Ag ’38, p. 144, 1/8 col. ‘*Worthy 
addition to the American Business Fundamental 
Series: first class non-technical treatment of the sub- 


ject for executives and engineers.’’ + es 
52. Christensen, L. My last expedition 
to the Antarctic 1936-1937 with a review 
of the research work done on the voyages 
in 1927-1937. Oslo, 1938. 16 p., 9 plates. 
Am. jl. of science, O ’38, p. 315, 3/4 p. “The 
whaling shipowner who writes this interesting booklet 
tells us that he was not content to stay at home but 
that he has instead made nine trips to the Antarctic 
during the past ten years, not only to see for himself 
the whaling grounds south of Africa and Australia, 
but, on five of the expeditions, to make geographic, 
oceanographic, and zoologic studies, besides satisfy- 
ing an inherited love of adventure. . .”’ C. Schuchert. 
53. Clapp, J. M. Personal letters in 
business. N. Y., Ronald Pr. 337 p. $3. 
Electric jl., S ’38, p. 15, 1/2 col. ‘Consists of 
examples of all types, on situations that frequently 
arise, from asking favors and declining invitations to 
drafting resolutions and sending telegrams. It is a 
good guide, as the letters were actually written by 
men in high position who have met such situations 
well.” + 
54. Cleugh, M. F. Time and its impor- 
tance in modern thought. Forewd. by L. S. 
Stebbing. London, Methusen. 308 p. 12s. 


6d. 

Physical soc.—Proc., N 1 ’38, p. 980, 1/2 p. “. . . 
Miss Cleugh is no more helpful than many older 
philosophers, yet many physicists will find this book 
interesting. They will find however, that their interest 
is held, not as physicists, but because the book shows 
how philosophy regards some problems which are 
cognate to, but not identical with, some of their own.” 
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J. H. A. 


+ 

55. The complete welder. Pt. 1. Lon- 
don, G. Newnes, Ltd., 1938. 48 p. Is. 

Welding ind., O 38, p. 316, 1/2 col. ‘The first 
part of a work which the publishers are issuing at 
weekly intervals and is to be completed in about 30 
parts. . Is designed to be of use to the practical 
welder and to all those who have to apply welding in 
practical engineering, and the contributions include a 
large number of specialists with practical experience 
in their own particular fields. . . Scope of the work 
is such as to cover all the principal processes used 
to-day in welding and cutting, as well as applications 
of welding, X-ray examination of welds, the welding 
of cast iron, steel and non-ferrous metals, bronze 
welding, etc. .. Pt. 1 . contains the beginning of 
a section on oxy-acetylene high pressure equipment, 
another on the principles of arc welding and the use 
of are welding plant, and thirdly a section of the 
principles of resistance welding and practical notes 
on spot welding machines.” + , 

56. Concannon, C. C. and Swift, A. H. 
World chemical developments in 1937. 
Wash., Supt. of Doc. 25c. - 

Can. chem. & process ind., Ag ’38, p. 373, 1/2 
col. ‘. . . This annual review of chemical progress 
in different countries is a bulletin of considerable in- 
dustrial value. The material is derived through the 
representatives of the United States Department of 
Trade and Commerce. The compilation contains much 
trade data, and is particularly valuable because it 
discusses conditions in many countries not possessing 
industrial chemical publications of their own. . .” 

57. Concentration des minerals par flota- 
tion—Expose theorique et pratique. Paris, 
C. Beranger, 1938. 

Eng. & min. jl., Ag ’38, p. 101, 1 col. “Is divided 
into 4 principal parts, the first (pp. 9-114) dealing 
with theory; the second (pp. 115-294), dealing with 
machinery; the third (pp. 295-425), with practice; 
and the fourth (pp. 426-457), with economics. 
Should prove useful for the French-speaking student 
of flotation, but it does not add enough to flotation 
literature in the English language to become widely 
used in the United States or the British Empire.” 
A. M. Gaudin. 
Connel, W. K. Surgical handbook 
for hospital assistants in the tropics. Lon- 
don, John Bale Med. Publ., 1938. 440 p., 
177 il. 

Am, jl. of tropical med., S ’38, p. 622, 1 p. “... 
Book is intended for hospital assistants who presum- 
ably are not graduates in medicine, and who, under 
existing conditions, must assume responsibilities for 
which they would not be qualified in more civilized 
surroundings. The descriptions and discussions are 
very easy to understand, and theoretical considera- 
tions are reduced to the minimum for the purpose of 
clarity. . . ork makes an excellent impression and 
should serve not only the purpose for which it is in- 
tended, viz., to instruct hospital and other attendants, 
but should accompany any party as a guide in emer- 
gencies when detached from their sources of bona 
fide medical assistance.’”? + 


59. Connor, A. J. Klima von nord- 
amerika, Canada. (Képpen, W. u.; Geiger, 
R. Handbuch der klimatologie, vol. 2, pt. J., 
p. 329-424.) Berlin, Borntraeger, 1938. RM 


“Meteorologische seit., Ag °38, p. 307, 1 p. K. 
Knoch. + 
2-3106) 
60. Davidsohn, J. Polishes—shoe creams 


and polishing waxes. 142 p. 10s. 

Pet. times, O 8 ’38, p. 468, 1/2 col. “Is offered 
as a practical and theoretical guide in the manufac- 
ture of these polishes. It is divided into two parts, 
which deal with the raw materials and details of 
manufacture. Both natural and synthetic waxes are 
given as the essential foundation materials which can 
be utilised. These are classified with a description 
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of their sources, preparation, characteristics and con- 
stants, as well as some indication of their usefulness. 
. Methods of testing are included, and also useful 
tables of reference. . . Book is in English, but fre- 
quently lacks clarity in expression.” ‘ 
61. Dean, H. K. Utilization 
London, A. Harvey; Toronto, 
Publications, Ltd. 300 p. $4.50. 
Can. chem. & process ind., Ag 38, p. 373, 3/4 
col. ‘. . . This comparatively small work will be 
found to be a fairly complete and up to-date survey 
of the oil and fat industries. Nine chapters are used 
to present and classify material, and each is supple- 
mented with illustrations and a good literature index. 
‘ While this book contains many references to 
methods, industrial procedure and manufacturing prac- 
tice, it is essentially a treatise for chemists or chem- 
ical engineers and those generally in a position to 
profit by condensed discussions, based on fundamental 
considerations and research results.’’ + Z 
62. Dearborn, W. F., Rothney, W. M. 
and Shuttleworth, F. K. Data on the 
growth of public school children. Wash., 
D. C., Soc. for Res. in Child Development, 
Nat. Res. Council, 1938. 136 p. 
Endocrinology, Ag ’38, p. 245, 1/3 p. ‘“Endo- 
crinologists who are interested in research on growth 
and development will find this monograph to be a 
rich source of carefully obtained primary data. . 
Over 1500 children have been measured and tested 
repeatedly through a 12-year period. . . Several stand- 
ard anthropometric measurements were taken and in- 
dices calculated; the weight, dentition and skeletal age 
were studied. A series of intelligence tests appropri- 


of fats. 
Westman 


ate to the various ages were administered. As a 
source of normal control data, the collection is 
unique.” + 

63. Demtchenko, B. A. M. Fuel sys- 


tems for aircraft. Paris, Gauthier-Villars. 
232 p., 19 tables, 75 il. 

Aero digest, N ’36, p. 104, 1/3 col. “One of the 
most exhaustive works on fuel systems . . covers 
the whole range of the subject from a brief study of 
the systems to an inclusive description of various in- 
stallations. One of the most interesting and in- 
formative sections is the outline for calculating a fuel 


system.”” + 
64. Dokturowsky, W. S. Die moore 
Handbuch der 


osteuropas und nordasiens. 
moorkunde bd. 4. | Berlin, Gebriider Born- 
traeger, 1938. 

Jl. f. landwirtschaft, v. 
Blanck. + 
Eakle, A. S. Mineral tables for the 
determination of minerals by their physical 
properties. 3rd_ed. rev. by A. Pabst. N. Y., 
Wiley, 1938. 73 p. $1.50. 

Am. jl. of science, O ’38, p. 316, 1/2 p. “. .. 
Constant use of these tables with large classes at the 
University of California, enabled the instructors to 
detect errors and omissions in the tables so that this 
edition, which contains descriptions of about 200 min- 
erals, should be extremely accurate.” C. Palache. + 

Am. mineralogist, Ag ’38, p. 538, 1/4 p. “These 
well known tables for the determination of minerals 
by their physical properties follow the style and ar- 
rangement of the earlier editions. Minor changes have 
been made and a number of additional species included 
so that the tables in their present form contain de- 
scriptions of about two hundred minerals.” W. F. H.+ 

Jl. of geology, Ag-S ’38, p. 904, 1/4 p. D. J. F.+ 

Mining j., N 5 738, p. 1014, 1/4 col. + 

66. Ehringhaus, A. Das mikroskop. 
Seine wissenschaftlichen grundlagen und 
seine anwendung. 2nd ed. (Math.-physikal- 
ische bibl., ser. 2, vol. 14.) Leipzig, B. G. 
Teubner, 1938. 156 p., 83 il. RM 3.60. 

Zeit. f. techn. physik, O ’38, p. 327, 2/5 col. H. 
Hirsekorn. + 

Physical soc.—Proc. N 1 


86, no. 2, p. 164. E. 


"38, p. 979, 1/2 p. 
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“|. . Aim is to give an account of the con- 
struction and use of the microscope and of its chief 
accessories. The underlying theory is clearly and con- 
cisely stated in an elementary manner. . . Whilst 
therefore there is nothing new in this book, it should 
prove useful for the microscope-user, especially in. the 
more modern and extended applications of the micro- 
scope, for which the literature is largely scattered in 
current periodicals.” R. S. C. + (Eringhaus, A.) 
67. Emeléus, H. J. and Anderson, J. S. 
Modern aspects of inorganic chemistry. 
London, Routledge & Sons, Ltd., 1938. 528 


p. 25s. 

Chem. trade jl., Jy 1 °38, p. 8, 1/2 col. ‘Designed 
to review some of the important developments which 
have taken place in inorganic chemistry during the 
past two decades or so, the volume under note should 
be found of high utility by the Honours student and 
the Graduate reader, whilst it should undoubtedly also 
interest research workers, including those whose major 
activities lie in other fields of chemistry. An excellent 
account covering over ninety pages is given of ‘Co- 
ordination compounds and inorganic stereochemistry,’ 
a subject which since the promulgation by Werner of 
his well-known theory has attracted considerable at- 
tention.” + . 

68. Eskelund, V. Structural variations 
of the human iris and their heredity. Lon- 
don, Lewis, 1938. 242 p., 54 pl. 

Am. jl. of ophthalmology, Ag ’38, p. 928, 2 col. 

. observations . . . were carried out in the Ana- 
tomico-Pathological Institute of the University of 
Copenhagen . . . investigation originally included 154 
persons, but as it was found that different degrees of 
a variation were remarkably frequent in members of 
the same family, the examiner excluded all related 
persons, thus reducing the number to 93 (49 men, 44 
women). . . Entire work is worthy of careful con- 
sideration both because of its great accuracy of detail 
and because of its importance to ophthalmology and 
medical jurisprudence. It should be the inspiration 
for the carrying out of similar investigations in other 
parts of the world. Harvey D. Lamb. + 

Eucken, A.; Wolf, K. L., Eds. Hand- 
und jahrbuch der chemischen physik. Bk. 
1., ser. 2: Theorien des aufbaues der ma- 
terie. 2. Quantentheorie des elektrons und 
der strahlung. By H. A. Kramers. Leip- 
zig, Akad. Vigsges., 1938. 278 p RM 26.80. 

Naturwissenschaften, S 30 ’38, p. 646, 1 col. C. F. 
v. Weizsacker. 

Faraday soc.—Trans., S ’38, p. 1180, 3/4 p. “. . . 
Is not so difficult as say Dirac’s ‘Principles of Quan- 
tum Mechanics’; it is considerably less specialised 
and treats the problems in much greater detail. It is 
a welcome addition to the literature on quantum 
theory and it can be heartily recommended to those 
who wish to have an exact knowledge of the subjects 
treated.” A. H. W. + 

(See 1-1484, 1-1485, 1-2549, 2-1074, 3-2217) 

70. Evans, J. N. Clinical scotometry. 
Publ. for Long Island Coll. of Medicine by 
Yale Univ. Pr., 1938. 266 p., 57 il. $4.00. 

Am. jl. of ophthalmology, Ag ’38, p. 929, 2-1/2 col. 
. . . Is of great value to have this subject presented 
so completely as it is in this book. Much of it isn’t 
easy reading but the concept is difficult. The author 
states that the clinical application is not difficult. It 
would seem that careful instruction in technique 
would, however, be necessary. . .”” Lawrence T’. Post. 


“ 


“ 


71. Fenneman, N. M. Physiography of 
Eastern United States. N. Y., McGraw- 
Hill, 1938. 714 p., 197 figs., 7 plates. $6.50. 

Am. jl. of science, O ’38, p. 311, 3/4 p. “. .. Is 
a companion volume to the ‘Physiography of Western 
United States,’ published by the same author in 1931, 
and it thus completes a comprehensive survey of the 
physiography of the entire country. . . Even though 
a large proportion of the text is devoted to pure de- 
scription, the fact is fully appreciated that physiogra- 





phy is more than a mere descriptive study, and the 
attempt is always made to connect the land forms 
with the underground geolcgy and, to interpret the 
geomorphic history which gave rise to the present day 
features. . . Chief contribution of this volume is the 
compilation and organization of this great mass of 
information into a unified story of the development 
of the main physiographic features of the Eastern 
United States.’ S. W. Hobbs. + 4: ary: 

72. Flamand, J.; Kettelbant, E. Chimie 
analytique appliquée. Malterie-brasserie. 


Paris, Dunod, 1938. ; 

Brewers dig., O ’38, p. 39, 2/3 col. “Is essentially 
a third edition of the popular ‘La Chimie et la Bac- 
tériologie du Brasseur.’ It has, however, been thor- 
oughly revised and greatly enlarged. The authors 
have taken rather painstaking care to include as many 
methods as possible adopted at present in practical 
analytical work. There is this criticism to be leveled 
against the book, however: it lists a number of 
methods drawn from older literature which could well 
have been omitted. . . Contains a wealth of informa- 
tion on the chemical constitution of beer and the raw 
materials that go into its production: it presents a 
comprehensive survey of nearly all worthwhile ana- 
lytical procedures; and it is interspersed with notes, 
comments and critical evaluations that show the vast 
knowledge the authors have accumulated on the in 
tricate subject of brewing.” + 

73. Fritz, F. Lein6l-ersatzstoffe; kunst- 
harze, matur- und kunststoffe, Ole, pirnisse 
usw. Berlin-Steglitz, Dr. G. Bodenbender, 
1938. 148 p., tables, ilk RM 15. 

Fette u. seifen, Je ’38, p. 331, 1 col. H. P. Kauf- 
mann. + M : 3 

74. Fuchs, P. Feuerungstechnik mit 
steinkohlen oberschlesiens. Berlin, Sprin- 
ger, 1938. 70 p., 10 il. RM 3.60. 

Brennstoff-chem., Jy 15 ’38, p. 276, 1/2 col. C. 
Kroger. A : 

75. Geckeler, E. O. Fractures and dis- 
locations for practitioners. London, Bailli- 
ere, Tindall & Cox, 1938. 262 p., 213 fig. 


18s. 

Brit. jl. of physical med., O °38, p. 360, 1 col. 
“An extremely useful type of book, dealing with the 
subject of fractures and dislocations in a condensed 
and concrete manner. The author has carefully 
avoided any of the pitfalls, so common in this type 
of book, of being led away to discuss matters which 
are by no means settled in the minds of surgeons. . . 
Is well illustrated by a series of pictures showing the 
typical forms of fracture and dislocation, and, in addi- 
tion, the author has introduced some very simple 
line-diagrams indicating the type of displacement 
which is likely to occur in the commoner fractures... 
One of the most attractive parts of the book is the 
chapter devoted to ‘follow up’ treatment, and a series 
of most interesting photographs, reproduced by the 
courtesy of the New York Rehabilitation Clinic, is 
shown.” A. M. A. M. + 

76. General electric co. Osram photo- 
cells and their applications. Wembley, 
Eng., Gen. Elec. Co. il. 

Engl. mechanics, O 7 ’38, p. 500, 1/3 col. ‘Book- 
let, copiously illustrated, is designed primarily to 
draw attention to the various uses to which photocells 
and photocell apparatus can be put. Includes a 
short description of some of the more important in- 
dustrial applications which have been carried out by 
the G.E.C. . . Also gives information on all the emis- 
sion and rectifier type cells which the company mar- 
kets, together with amplifiers and accessories.” + 

77. Glaser, H. Poisons. London, 
Hutchinson. 8s. d. 

Chem. ind., Ag ’38, p. 144, 1/8 col. “From poison 
arrows to gas warfare, from illuminating gas to 
obscure biological serums, this book ranges over the 
entire little known field of poisons in a volume of 
unusual value and extraordinary interest.” + 


78. B. F. Goodrich co. Tire handbook. 
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Akron, O., B. F. Goodrich Co. 66 p._ 
Constructor, N ’38, p. 46, 1/2 col. “Including for 
the first time a table on effect of load and speed on 
tire service, with percentages of recommended maxi- 
mum loads at maximum sustained speeds to obtain 
normal tire service. . . Contains . . . statistical ma- 
terial and descriptions and specifications of Goodrich 
products. . .” : ; 
79. Gortner, R. A. Outlines of bio- 
chemistry. The organic chemistry and the 
physicochemical reactions of biologically 
important compounds and systems. 2nd ed. 
N. Y., Wiley, 1938. 1017 p. $6.00. i 
Ind. & eng. chem. (News ed.), O 20 738, p. 571, 
3/4 col. “. . . Should receive an even heartier wel- 
come from those interested in biological chemistry 
than was accorded the first edition. The general plan 
and arrangement of the various topics in the new edi- 
tion follow closely that used in the first edition, but 
the different sections in most cases have been ex- 
panded. All have been brought up to date, while three 
new chapters dealing with oxidation-reduction, the 
flavins, and the hormones have been added. . . All the 
new data have been judiciously considered and incor- 
porated in the text.” R. J. Anderson. + . 
80. Gower, P. Women with wings. 


London, John Long. 10s. 6d. 

Royal aero. soc.—Jl., Ag °38, p. 756, 1/3 p. 
“. . Should have been called ‘Two Girls in a Plane”’ 
and presented as a companion piece to ‘Three Men 
in a Boat.’ It contributes little to our knowledge of 
aviation, beyond some practical hints for would-be 
airwomen; but then it has no such pretensions. Its 
charm lies in a graphic picture of two high-spirited 
girls who started their partnership with no money 
and an experience of flying which may be judged 
from this conversation. There are moments of 
drama ... but the keynote of the book is an elfin 
chuckle.” + ; : 

81. Gt. Brit. Bd. of educ. Optical aids. 


London, H. M. Stat. Off. 1s. 6d. 

Optician, Ag 12 738, p. 13, 1/3 col. “. . . Covers 
the cinematograph, standard lantern, and the epi- 
scope. . . Appendices to the booklet contain working 
directions for making screens, for mounting mirrors 
for back projection and for adapting the standard 
lantern to the projection of film strips and film 
slides.”” + : 

82. Greulich, W. W.; Day, H. G.; Lach- 
man, S. E.; Wolfe, J. B., and Shuttleworth, 
F. K. A handbook of methods for the 
study of adolescent children. Wash., D. C., 
Soc. for Res. in Child Development, Nat. 
Res. Council, 1938. 406 p. 

Endocrinology, Ag ’38, p. 245, 1/3 p. “. . . Rep- 
resents the combined work of 5 men under appoint- 
ment as Fellows in Child Study of the General Edu- 
cation Board and who were assigned to the project 
at Yale University. . . An indispensable addition to 
the libraries of students of human development. . . 
Treats of such subjects as Anthropometry, genital 
changes associated with puberty, chemical and physio- 
logical aspects, energy metabolism, digestive func- 
tions, sensory phenomena, behavior, intelligence, per- 
sonal and social reactions, hereditary and environ- 
mental differences and statistical considerations. The 
bibliography is extensive and rigidly selected.” 

Grimsehls Lehrbuch der _physik. 
Vol. 2, pt. 1, Electromagnetic field and op- 
tics. 8th ed. rev. by R. Tomaschek. Leip- 


zig, Teubner, 1938. 866 p. RM 26. 

Physical soc.—Proc., N 1 °38, p. 977, 1/3 p. 
. . . A seven-page article on electron optics is new 
in this edition, and amplified accounts are given of 
several other topics. In the revised treatment of 
electromagnetism, greater stress is laid on Maxwell’s 
equations, but here there is still room for improve- 
ment. . . Taken as a whole, this work can only be 
described as an excellent text book, excellently pro- 
duced...” W. S. S. + 

(See 1-1512, 1-3112, 2-1538, 3-3403) 


84. Grove, A.; Cotton, A. D.  Supple- 
ment to Elwes’ monograph of the genus 
Lilium, pt. 5. il. by L. Snelling. London, 
Dulau & Co. £2 12s. 6d. 

Gardeners’ chron., Je 4 ’38, p. 397, 1 col. ‘The 
species L. nepalense, L. lankongense, L. ochraceum 
and L. Bolanderi were chosen, and full botanical de- 
scriptions, together with exhaustive historical and 
geographical accounts and practical cultural notes of 
each species, provide a valuable addition to our knowl- 
edge of these interesting, and in 3 cases, confusing 
species.”” M. R. F. T. 

(See 1-731) 


85. Groves, A. WW. Manganese. 2nd ed. 
London, Imperial inst. 164 p. 3s. 6d. 

Mining jl. (London), O 22 ’38, p. 965, 1/3 col. 
“* . . World production is very fully covered in this 
memoir, but information and statistics are inevitably 
irregular.” + 

Metal ind. (London), O 21 ’38, p. 397, 1 col. 

. Treats principally of the world resources of 

this ore, with special emphasis on Empire deposits; 
but it also contains a large amount of information 
of a more general character, and deals fully with the 
mineralogical composition, classification, limits of im- 
purities, uses, resources, trade and production statis- 
tics. The manganese mines, resources, and trade of 
55 countries are dealt with in a concise yet compre- 
hensive manner. . . Is divided into 8 sections and an 
extensive list of references to technical literature is 
appended. The sections are headed as follows: Intro- 
duction; Ores of Manganese; Preparation and Proper- 
ties of Manganese; Uses, Metallurgical and Non- 
Metallurgical; Prices; World’s Production; Mangan- 
ese Ore in the British Empire; and Manganese Ore 
in Foreign Countries. . . Those interested in the man- 
ganese ore industry, whether as consumers, producers, 
brokers, or students of economics, will find in this 
book a concise, up-to-date, and authoritative account 
of this essential commodity, plus an abundance of 
statistical data.” + 

Canadian mining jl., N °38, p. 634, 1-1/2 col. + 

86. Grundmann, W. Die fliissigkeits- 
thermometrie und die méglichkeit, ihrer 
verbesserung und ausweitung. Weimar, 
R. Wagner Sohn, 1938. 133 p., 26 il. RM 
50. 

Zeit. f. techn. physik, O ’38, p. 326, 1/3 col. R. 
Stormer. + 


87. Grundy, R. F. B. The essentials of 
reinforced concrete. London, Chapman & 
Hall. il., tab., diag. $2.50. 

Can, eng., O 18 38, p. 32, 1/2 col. “Author has 
carefully built up in a simple form, the theory in- 
volved, fully illustrated by diagram and worked-out 
examples, and in addition has prepared 27 design 
tables bound in with the text. In addition to the 
necessary design figures for beams, columns, slabs, 
etc., worked out by these codes, the tables give in 
concise and comparative form the essentials of the 
above regulations in reference to any particular part 
of the design.” + 


88. Guest, H. Klerksdorp’s fifty years 
of mining. Klerksdorp, Klerksdorp Mine 
Managers’ Assoc. 6s. 9d. 

Mining jl. (London), O 15 ’38, p. 948, 1/2 col. 
“Recently published in serial form, in the ‘Mining & 
Industrial Magazine of Southern Africa. . . Much of 
the information, he states, was obtained from the 
files of the ‘Klerksdorp Mining Record,’ founded by 
his father, the late Mr. H. M. Guest, in August, 
1899, and conducted by him for nearly 40 years. It 
is very fitting that his son should wrest from the 
obscurity of dusty files such a mass of interesting 
information, so devotedly collected, bearing on the 
early days of mining in the Klerksdorp district and 
give it the publicity which is its due.” + 

89. Haas, A. E. and Freeman, I. M. 
Elementary survey of physics. N:. ¥ 
Dutton, 203 p. $1.90. 
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Communications, O ’38, p. 28, 1/3 col. “‘. . . Gives 
a concise survey gf the field of physics. It is non- 
mathematical and elementary in nature. The funda- 
mentals of the subject are reviewed, and a statement 
of the newer developments is given. It has been 
written to provide a ‘cultural’ discussion of scientific 
research in physics. . . Included in the appendices is 
a discussion of ‘Physics and civilization,’ a_ special 
supplement for pre-medical students, as well as a 
mathematical appendix.” R. D. R. + 

(See 3-371) 

90. Haldane, J. B.S. Heredity and pol- 
itics. N. Y., Norton, 1938. 202 p. 

Jl. of heredity, Ag ’38, p. 304, 1-1/2 col. ‘‘Publish- 
ers claim that Haldane shows the reader ‘how this 
science of heredity applies to men, women and na- 
tions.’ Actually the author displays more zest in 
pointing out ways in which a pseudo-science of hered- 
ity has formed the basis of rationalizations and legis- 
lative acts designed to curb the reproduction of the 
depressed or oppressed groups in various societies. . . 
Does not believe that any eugenic measures, even 
those which he approves, are likely to be of much 
importance; in his opinion, the fundamental causes 
determining the development of human society in the 
near future will be economic. . .” 

Nature, Jy 2 ’38, p. 8, 2/3 col. “. . . Book has 
been skillfully fashioned out of the Muirhead Lectures 
given by the author at the University of Birmingham 
last year. It is addressed to such as are unacquainted 
with the science of genetics, but who are attracted 
or disturbed by eugenic doctrines. In relation to its 
purpose, it is an admirable book. . . Could be read 
with great profit by the medical student who seeks an 
introduction to human genetics.” F. A. E. C. + 

91. Halsey, G. D. How to be a leader. 
N. Y., Harper. $2.50. 

Am. bus., S ’38, p. 62, 1/2 col. “Chapter 4... 
gives a number of practical suggestions for remem- 
bering names and faces . . . gan and does analyze and 
illustrate the technique of leadership. It does a good 
job of it, too.” + 

92. Hambresin, L. Les medications de 


choc en ophtalmologie. Paris, Masson,* 


1938. 250 p. 

Am. jl. of ophthalmology, S ’38, p. 1048, 1 col. 
“(Report presented at the French society of Ophthal- 
mology, May 17, 1938.). . . Covers the subject of 
shock treatment in ophthalmology very completely. . . 
Consensus of opinion is that shock therapy is an ex- 
ceedingly valuable addition to our therapeutic arma- 
mentarium and has the advantage of acting as an 
adjuvant to other forms of therapy. Milk is appar- 
ently the favorite of most ophthalmologists. A 
worthy addition to the splendid series already pub- 
lished by this notable society.” Lawrence T. Post. + 

93. Handbook of aeronautics. Vol. 3. 
London, Pitman, 1938. 250 p., 162 figs. 


$6.00. 

Jl. of the aero. soc., O ’38, p. 493, 1 col. “. .. Is 
divided into three parts, viz.: Part I, Aircraft design 
data and formulae, by Captain J. Lawrence Pritchard; 
Part II, Airscrews, by C. N. H. Lock; Part III, 
General tables and conversion factors. . . Miscella- 
neous formulae are fairly complete and the Bibliogra- 
phy is excellent and exceptionally comprehensive. 
Formulae and diagrams are all clear and well con- 
nected, the work is practical yet scholarly, concise 
yet immediately intelligible. hte . Klemin. 

Royal aeronautical soc.—Jl., Ag ’38, p. 757, 3/4 p. 
“. , . Both sections are supplied with an adequate 
bibliography and the indexing is a great improvement 
on previous editions. . .” + 

(See 3-2249) . 

94. Harnwell, G. P. Principles of elec- 
tricity and electromagnetism. N. Y., Mc- 
Graw-Hill. 605 p., il. $5.00. 

Elec. wld., N 5 ’38, p. 119, 1/3 col. “. . . Despite 
the mathematical thoroughness the author has man- 
aged to bring in (and not incongruously) such typical 
developments of recent years as the Van de Graaf 
generator, electrolytic condensers, arrester functioning 
of thyrite, photo-electric emission and perminvar. 


D.c. generators, alternators, iron-core transformers, 
couplers are all subjected to the same generalized 
analysis based on vectorials and differentials. Much, 
of course, is devoted to communication circuits, ap- 
paratus and basic phenomena.” j i 

95. Harrington, M. A biological ap- 
proach to the problem of abnormal be- 
havior. Lancaster, Pa., Science Pr., 1938. 
459 p. np. 

Nature, Jy 9 ’38, p. 53, 2 col. “. . . Has already 
written a book in which he criticized the structure 
and theory of psychoanalysis (‘Wish-hunting in the 
Unconscious’, Macmillan, 1934) and in his present 
book we have the second of a trilogy. . . Efforts have 
‘not been to present new evidence bearing on the 
problem of abnormal behavior, but to bring together 
into the form of a theory, the important facts at 
present known to us, thus consolidating the gains 
already made and preparing the way for further 
progress. (The third book which will complete his 
trilogy is to be on treatment.) . . -_ Two-thirds of the 
book are devoted to the psychophysiology and a third 
to the psychopathology. It is described in an_inter- 
esting way with a facile style, and the whole is log- 
ically developed. . . Dr. Harrington is to be con- 
gratulated on attempting to found a behaviourist psy- 
chiatry, and if it is far from complete it is because 
he is bound by limitations of his own seeking.” 
Clifford Allen. + ; : 

96. Hatschek, P.; Wigand, R. Nieder- 
frequenzverstarker und wbertragungsanlag- 
en. 2nd enl. ed. Berlin, Roth & Co., 1938. 
247 p., 217 il. RM 12. 

Zeit. f. techn. physik, O ’38, p. 327, 2/5 col. 
E. Libke. + 7 : 

97. Hauf, H. D. Design of steel build- 


ings. 2d ed. N. Y., Wiley. $2.75. 

Professional eng., O ’38, p. 45, 1/3 col. “. .. 
Has been brought up to date, although, welded struc- 
tures have received but little attention. The theoretical 
material is presented in a concise manner. For those 
who may desire a more complete theoretical treat- 
ment, references have been supplied in footnote. This 
book should be on shelf of every engineer having to 
do with structural design.” + 


98. Healey, J. Metal aircraft for the 


mechanic. London, Pitman. 5s. 

Royal aero. soc.—Jl., Ag ’38, p. 759, 1/3 p. “. . - 
Deals with the work which an aircraft mechanic may 
have to perform on metal aircraft, and the subject 
matter includes the reading of blueprints, the making 
of fittings by hand, marking out, notes on methods 
of repairing metal structures, and various incidental 
matters. . . Should be a very useful help to those for 
whose use it is intended. It would be more useful 
still if an index had been included.” + 

99. Heim, A. and Gansser, A. Thron 
der goetter: Erlebnisse der ersten Schweiz- 
erischen Himalaya expedition. Leipzig, 
Morgarten Vlges., 1938. il., 220 photos. 

Jl. of geology, Ag-S ’38, p. 900, 1-1/3 p. “This 
semi-popular account of the first Swiss Himalaya 
Expedition deserves the attention of geologists for 
several good reasons. First of all, because it is the 
record of the human side of a geologic expedition. . . 
Second, because it is illustrated with 220 photogravure 
reproductions of exquisite photographs and two large, 
folded plates of panoramas. . Third, because the 
book is accompanied by a map of the central Hima- 
layas, on which the relief is shown by contour lines 
(with 2,000 foot interval) and by shading in natural 
illumination from the Southwest. . . Finally, the brief 
summary of geological results gives a glimpse of the 
scientific work achieved.” W. H. Bucher. + 

100. Henniker, Col. A. M., comp. Trans- 
portation on the. Western front, 1914-1918. 


London, H. M. Stat. Off. 531 p.. $5.50. 
Railway age, N 12 °38, p. 716, 1/2 col. ‘This 
detailed compendium constitutes the British parallel 
to Col. William J. Wilgus’ ‘Transporting the A. E. F. 
in Western Europe, 1917-1919.’ It is heavier in 
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style, however, and is admittedly a compilation rather 
than a creative piece of historical writing. Replete 
as it is with reprints of orders, schedules, agree- 
ments, etc., and accompanied by a large number of 
individual maps carried in a separate container, the 
work will no doubt furnish fascinating reading for 
the lover of military affairs and strategy. . .” + 

101. Henning, W. The fundamentals 
of chrome-orthoptics. 2nd ed. Chicago, 
Actino Lab., Inc., 1938. 84 p., il. $1.65. 

Am. jl. of optometry, O ’38, p. 393, 1/2 p. ‘First 
section of this work deals with an exposition of the 
theories behind the treatment techniques suggested by 
Henning and Loeb. . . Second portion of the work 
consists of a number of detailed case reports pre- 
sented by Henning compiled from the records of 
various practitioners in which these suggested treat- 
ment techniques were employed. This edition differs 
from the first chiefly in the arrangement of sequence 
of the material dealing with refraction and ocular 
examinations inasmuch as the author no longer fol- 
lows the examination routine suggested by the Skeff- 
ington-Graduate Extension Program.” C. C. K. 

(See 2-1554) f 

102. Henry, R. S. Trains. New ed. 
Indianapolis, Ind., Bobbs-Merrill. 110 p. 
$1.75. 

Railway age, N 12 ’38, p. 716, 1/4 col. “. .. 
Original text and illustrations have been changed 
only for ‘modernization’ purposes, and the modifica- 
tion is limited almost entirely to new rolling stock 
developments. Thus, artists’ conceptions of stream- 
lined locomotives which appeared in the early editions 
have been replaced by photographs of the real thing 

aS 


in operation today. . . 
103. Herrmann, I. Elektrotechnik Ein- 


fiihrung in die starkstromtechnik. Pt. 3: 
Die wechselstromtechnik. 6th ed. Berlin, 
by de Gruyter, 1938. 140 p., 163 il. RM 
Elektrotechnik & maschinenbau, S 4 ’38, p. 472, 
1/3 col. H. Sequenz. + 
104. Hessenland, M. Praktikum der ge- 
weblichen chemie. Munich, Lehmanns, 


1938. vol. 1-2. 301 p., 51 il. RM 14.80. 

Fette u. seifen, Jy ’38, p. 374, 1/2 col. H. P. 
Kaufmann. os iE 

105. Hilbert, D.; Ackermann, W. Grund- 
ziige der theoretischen logik. (Grundlagen 
der math. wissenschaften 27.) 2nd rev. ed. 
Berlin, Springer, 1938. 133 p. RM 10.80. 

Naturwissenschaften, O 28 ’38, p. 710, 2-1/3 col. 
B. Merten. oe : ; 

106. Hinman, C. W. Practical designs 
for drilling and milling tools. Ist ed. 
N. Y., McGraw-Hill. 162 p. $2.50. 

Product eng., N ’38, p. 458, 1/2 col. “. . . Author 
has had many years experience in tool design and has 
written the book primarily to fill the needs of men 
who wish to master the art of tool engineering. . . 
Chapters on mathematics are written in admirably 
clear and simple manner, avoid all higher mathe- 
matics and cover about all of the mathematics needed 
by the tool designer. Typical chapter headings in- 
clude types of drilling jigs, work clamps and sup- 
ports for drilling and milling tools, cams and fasten- 
ings for jigs and fixtures, equalizing clamps, milling 
fixtures, fixtures and methods for tapping, air-oper- 
ated fixtures and types of heavy duty jigs and fixtures 
in practice...” + 

107. Hobart bros. Arc welding lessons. 
Troy, O., Hobart Bros. (Suppl. by Steel, 
Cleveland, O.) 218 p., il. 50c. 

Ind. & welding, N ’38, p. 64, 1/3 col. “As used 
in the Hobart are welding school. . . Normally such 
lessons are not available except to the students actu- 
ally leaving the school. Included are chapters on 
‘How to learn arc welding,’ ‘Preliminary instructions,’ 
‘Practical exercises,’ ‘Striking and manipulating the 


are,’ ‘Welding with bare electrodes,’ ‘Welding and 
cutting with coated electrodes,’ ‘Welding light gauge 
steel.’ ”’ 

Steel, N 7 ’38, p. 49, 1/3 col. + 

Construction, N 738, p. 65, 1/5 col. + 

108. Hoffert, W. H. and Claxton, G. 
Motor benzole—its production and use. 2nd 
ed. London, Nat. Benzole Assoc., 1938. 


933 p., 247 il. 42s. 

Inst. of pet. technologists—JI., Ag ’38, p. 340A, 

3 p. ‘“. .. While the book is principally devoted 
to benzole and its production and utilization, a num- 
ber of subjects of allied interest are also very fully 
dealt with. The production aromatic hydrocarbons 
from other sources than coal—as, for example, those 
naturally occurring in petroleum and those obtained 
by cracking and hydrogenation processes—is also fully 
discussed. . . Is the most complete source of informa- 
tion on its subject, and in view of the full treatment 
of the production and utilization, will be of very 
great value to a much wider field than that of motor 
benzole alone.”” F. H. Garner. + 

Chem. trade jl., Jy 22 ’38, p. 82, 1/3 col. “... A 
statement by Sir David Milne-Watson in the fore- 
word of this second edition that ‘the revised edition 
may be accepted as the standard work of reference 
on benzole, up-to-date and reliable,’ needs no endorse- 
ment on our part.” + 

(See 3-3730) 

109. Hoffmann, F.; Tingwaldt, C. Op- 
tische pyrometrie. Braunschweig, Vieweg, 
1938. 134 p., 49 il. RM 9 


Zeit. f. techn. physik, O °38, p. 326, 2/5 col. 
J. Krénert. + 

110. Holler, H. Leitfaden fiir auto- 
genschweisser. 13th enl. ed. of “Leitfaden 


fiir Azetylenschweisser,” by Kautny-Holler. 
Halle a. S.. Marhold, 1938. 304 p., 371 il. 
RM 4.50. 

Inst. of metals—mo. jl., S ’38, p. 524, 1/3 p. 
. . . Transition from Kautny to Holler is now com- 
plete, and this edition is considerably revised. The 
tradition of simple and concise description is main- 
tained; the amount of attention paid to the non- 
ferrous metals, although still inadequate, is somewhat 
increased; and some of the useless photomicrographs 
have been omitted. Although the descriptions of plant 
have been brought up to date, and right-ward welding 
is explained, no mention is made of the blowpipe 
technique requiring excess acetylene or excess oxygen 
in the flame . . . a practical handbook.” H. W. G. 


“ 


Hignett. + 

111. Hope, E.. Ed. The chemist’s year 
book. 1938. N. Y., Chemical Publ. Co., 
Inc. 1257 p. 


Bakers tech. dig., O ’38, p. 79, 1/2 col. “The 
values of Atomic Weights have been brought up-to- 
date and the sections dealing with the General Prop- 
erties of Inorganic and Organic Compounds have 
been improved; also the section on Crystallography 
has been redrafted by Dr. M. H. Hey of the British 
Museum of Natural History, with a view of making 
it more useful to the general chemist. . . Book will 
appeal to Chemists for reasons of general outward 
utility as well as contents.” + 


(See 2-120) 
112. Hughes, R. In hazard. N. Y., 
629, 1/2 col. “. . . is one of 


Harper. 279 p. $2.50. 
Power, N ’38, p. 

the greatest tales of the sea ever written, deservedly 
ranked with Conrad’s ‘Typhoon.’ Second, it deals 
with steam, not sails; the ‘Archimedes,’ pounded for 
days by a tremendous hurricane, was a 9000-ton 
turbine | ship. Naturally chief engineer McDonald, 
his engine room force, and his oil-fired boilers play 
a major part in the story.” . . . “a book worth the 
attention of any red-blooded man, of any engineer 
and particularly of any marine engineer or ex-marine 
engineer. Many ‘Power’ readers have served terms 
at sea. They will like this book.” + 


113. Huntress, E. H. Problems in or- 
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ganic chemistry. N. Y., McGraw. 270 p. 
pubes 


Chem. & met. eng., O ’38, p. 560, 1/2 col. “A 
good stiff drill covering all the essential principles of 
organic chemistry is contained in this little book 
which lists 835 problems and questions (without an- 
swers) ranging all the way from wiring the structural 
formula for tetramethylmethane to synthesizing caf- 
feine from the elements and recommending a contem- 
porary organic chemist for the Nobel prize. . . Prac- 
ticing industrial ‘organickers’ desiring a little extra- 
curricular exercise couldn’t find it in a more con- 
centrated form.” 

114. Hurley, L. The merry  out-of- 
doors. Brattleboro, Vt., Stephen Daye 


Pr. 80 p., il. $1.00. 

Am. forests, S ’38, p. 426, 1/4 col. ‘*. . . A small 
collection of poetic nature notes and lovely photo- 
graphic reproductions of birds, plants, and flowers, 
which will interest the small child who delights in 
the wonderland of nature. . .”’ D. D. + 

115. Jahnke, E.; Emde, F. "ate of 
functions. Leipzig, Teubner. 305 p. RM 
15. 

Elec. wld., N 5 ’38, p. 120, 1/4 col. ‘*Many im- 
provements have been incorporated into the former 
(1933) edition in connection with some of the lesser 
functions, such as the elliptic, Debye, Struve and 
hypergeometric functions. . . Each function is evolved 
into a range of values and then a plot is presented 
to show the warped surface which results when the 
three-dimensional figures are constructed to represent 
the functions.” + 

116. Jennings, W. W. Economic and 
social progress of the American people. 
Cincinnati, Southwestern Pub. Co. 811 p. 

Chem. ind., Jy ’38, p. 26, 1/8 col. ‘*. . . Presents 
an interesting broad picture of the basic economic 
developments of this country.” + 


117. Jordan, H. W. Converting a busi- 
ness into a private company. 12th ed. 
London, Jordan & Sons, Ltd. 1s. 6d. 

Mining jl. (London), O 8 ’38, p. 930, 1/4 col. 

“Opportunity has been taken of further ‘increasing 
its usefulness by adding a new section summarising 
the advantages to be gained by converting a business 
into a private company. Purpose of the book is to 
make clear to the uninitiated the procedure to be 
followed when converting a business into a company 
and this is admirably accomplished by taking a typical 
case and dealing in detail with each step under 


special headings.”? + 
118. Jordan, P. Die physik des 20. 


jahrhunderts. 2nd ed. Braunschweig, Vie- 


weg, 1938. 159 p. RM 4.80. 
Physical soc.—Proc., N 1 °38, p. 977, 1/3 1 

Sets himself the difficult task of drawing in gues 
outline a complete picture of modern physics. Details 
of experiments and mathematical formulations of 
theory are excluded, and attention is concentrated 
on the underlying ideas which have given direction 
to the efforts of physicists from the time of Galileo 
to the present day. . . It is something of a feat to 
have written this book without introducing a single 
diagram or mathematical symbol, but it is doubtful 
whether the wider circle of readers whom the author 
has in mind will find it very easy reading.’’ W. S. S. 


pe 

(See 2-1148) 

119. Judge, A. W. Automobile elec- 
trical maintenance. London, Pitman. 248 
p., 147 fig. 4s. 6d. 

Elec. rev., O 7 °38, p. 516, 2/5 col. ‘First deals 
briefly and lucidly with the purpose and main under 
lying principles of the components of automobile elec- 
trical installations, which he divides into 4 systems— 
ignition, dynamo and battery, distribution (for lamps 
and instruments), and the starting motor. Following 
this come chapters dealing separately with the details 
of the parts used in each of the 4 divisions. . . Work 
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can be strongly recommended to motor repair me- 
chanics who desire to improve their knowledge and to 
render themselves more useful to their employers.” 

Cc. W. 


(See 3-4017) 

120. Kelly’s directory of the engineering, 
hardware, metal and motor trades. 23rd 
ed. London, Kelly’s directories, 1938. 50s. 

Foundry trade jl., O 13 °38, p. 266, 1/2 
Embraces England, Scotland and Wales, and contains 
the names and addresses of those engaged in the 
various trades indicated by its title, both the manu- 
facturing and selling branches being adequately dealt 
with. . . There are . . . (1) An alphabetical list of 
the names of some 10, 000 branded articles and special- 
ties used in the engineering and allied trades, together 
with the names and addresses of the manufacturers; 
(2) an alphabetical list of the names (with addresses) 
of the manufacturers of iron and_ steel sections, 
plates, sheets, etc., arranged under their various classi- 
fications, together. with the sizes, etc., made by each; 
(3) a list of various brands which appear on iron 
and steel work, together with the makers’ names and 
addresses.” 

Civil eng. (London), N ’38, p. 418, 1/2 col. + 

121. Kirchvogel, P. A. Der hofmechan- 
ikus Johann Christian Breithaupt. Kassel, 


Reganenys & Sohn, 1938. 56 p., i 
ag f. instrumentenkunde, N ’38, p. 468, 1/3 p. 
P. 


123, Kirsh, B. S.; Shapiro, H. R. Trade 
associations in law and business. N. Y., 
Central Book Co. 399 p. $5. 

Steel, O 10 °38, p. 114, 2/3 col. ‘‘Annotated, 
up-to-date analyses and interpretations of antitrust 
laws, decisions, law review articles, discussions in 
economic and business journals and government docu- 
ments. It is a critique of the strength and weak- 
nesses of the trade association movement, pointing 
out in what respects their activities are socially bene- 
ficial or hostile to public welfare. It describes how 
judicial findings have delimited rightful and wrong- 
ful actions of business groups in their concerted 
ee + 

Am. bus., O ’38, p. 62, 1/2 col. “. . . There is a 
comprehensive index, and many pages listing legal 
cases in which trade associations have been involved 
or interested. This feature alone is highly valuable.” 


as 

123. Klingmuller, V. Ergebnisse der 

lepraforschung seit 1930. Berlin, Springer, 
1938. 110 p. 
Am. jl. of tropical med., S °38, p. 621, 1/2 p. 
. . A concise abstract of ‘the literature on leprosy 
which has appeared since 1930, and as such should 
be welcome to all those who are specially interested 
in leprosy investigation.” L. C. Scott. + 

124. Klut, H. Untersuchung des was- 
sers an ort und stelle. 7th rev. ed. Berlin, 
Springer, 1938. 201 p., 41 il. RM 8.70. 

Gas- 4. * incite S 24 ’38, p. 702, 2/3 col. 
Naumann. 

125. Knight, P. E. String lining of rail- 
way curves. London, Railway Gazette. 
7s. 6d. 

Civil eng. (London), O ’38, p. 382, 1/2 col. “This 
excellent book deals in a clear, concise manner with 
the realignment of curves in open track which, either 
from faulty original lining or under the influence of 
traffic, have developed kinks and flats. . . Is, perhaps, 
a matter for regret that the author has confined him- 
self entirely to open track, and a chapter dealing with 
the lining-in of points and crossings would have been 
a valuable addition.” + 

Engineer, N 11 738, p. 541, 1/6+col. + 

126. Lamalle, U. La signalisation. Lou- 
vain, Ch. Uystpruyst. 1 vol., 49 p., 80 fig. 

Rev. ge des mines, O °38, p. 763, 1/4 col. 
P. Magnée. 

127. Seaton, L. and Lifschitz, E. Sta- 


“ 











Technical Book Review Index 13 


tistical physics. Tr. by D. Schoenberg. 
Oxford, Clarendon Pr. 234 p. 20s. 

Physical soc.—Proc., N. 1 °38, p. 976, 1/2 p. 
“. . Plan is, roughly speaking, to develop thermo- 
dynamics from the statistical point of view intro- 
duced by Gibbs. . . Systems requiring quantum laws 
are excluded from the scope of the book, but many 
problems of which connected accounts cannot easily 
be found elsewhere are included, such as the theory 
of the Van der Waals gas, and. the thermodynamics 
of solutions which are not very dilute and of ordered 
solid solutions. Although it shows a few signs of 
being a translation from a foreign language, the book 
is well written, and can be recommended to all stu- 
dents of theoretical physics.” [> > 

Chem. & met. eng., Ag °38, p. 433, 1/2 col. + 

Rev. of scientific instr., Oo 38, p. 290, 1-1/2 col. 
F. Zwicky. + 

Jl. of chem. educ., N 738, p. 550, 3/4 col. S. 
Dushman. + js 

Chem. & met. eng., Ag °38, p. 432, 3/4 col. + 

128. Lazo, H.; Bletz, M.H. Who gets 
your food dollar? N. #9 Harper, 1938. 
129 p. $1.25. 

Bakers tech. dig., O ’38, p. 80, 3/4 col. “A clear, 
simple and accurate analysis of the costs, mark-ups, 
profits and wastes in food production, processing and 
distribution. The material has been drawn from au- 
thoritative, official sources and has been assembled by 
two expert students of food economics.” + 

129, League of nations. Statistical year- 
book. N. Y., Columbia Univ. Pr. tab., 
charts. $2.50. 

Am. bus., S °38, p. 62, 1/4 col. “More than 300 
pages of closely set tables and charts of figures of 
all kinds. Valuable to export managers, writers, lec- 
turers and others who have need for figures concern- 
ing exports, imports, finance, crop and industrial pro- 
duction, wages, hours, and a hundred other things. 
The chief value of the figures is the possibility of 
comparing one country with another.’ 

(See 2-1947) 

130. Leberle, H Die bierbrauerei. Pt. 
1, Die technologie der malzbereitung. 3rd 
rev. ed. Stuttgart, F. Enke, 1938. 556 p., 
il., graphs. RM 27. 

Brewers dig. O °38, p. 39, 1 col. *‘Voluminous 

treatise ‘Die Bierbrauerei’ has for long enjoyed an 
enviable reputation among brewery technologists who 
will undoubtedly welcome his decision to revise and 
bring up to date this’ work. Part 1 dealing with malt- 
ing technology has recently been published in its new 
form, Large portions of the book had to be completely 
rewritten in order to align them with the present 
status of scientific advancement and_ technological 
progress, while the rest of the book required thorough 
revision. Thus new chapters have been incorporated 
dealing with brewing barley varieties, barley storage, 
the steeping process, the development of the pneu- 
matic malting system and its aeration technique. 
As a whole, the work is fully qualified to take its 
place among the best of brewing literature and greatly 
heightens the anticipation with which the second part 
of this treatise is expected.”? + 

131. Leyensetter, von W. Grundlagen 
und prifverfahren der zerspannung insbe- 
sondere des drehens. (RWK.-Veroffent- 
lichung nr. 114.) Berlin, Teubner, 1938. 


136 p., 107 il. RM 5.50; abroad RM 4.13. 

Inst. of metals—mo, jl., Ag ’38, p. 458, 1/3 p. 
“Book abundantly proves that there is a very definite 
science of the lathe. It discusses analytically such 
fundamental problems as the effects of temperature, 
velocity of cutting, rate of removal of swarf, rake of 
tool, cutting angle of tool, etc., upon the product of 
the lathe-turner’s art. Apparatus and experimental 
methods for carrying out the tests are described and 
illustrated. An appendix is devoted to specifications 
relating to cutting angles for tools used in turning 
hard and soft metals and alloys, cooling and lubricat- 
ing media, lathe-operating data for carrying out vari- 
ous types of work and a valuable list of 217 papers, 


principally German in origin, dealing with the matter 
of the removal 2 metal, principally by turning. 
J. S. G. Thomas. 

132. Lacan, E. G. Ed. My voca- 
tion. By Eminent Americans: Or what 
eminent Americans think of their callings. 
N. Y., H. W. Wilson Co., 1938. 334 p., il 
$2 


West. soc. of eng.—Bul., O 13 ’38, p. 4, 2/5 col. 
“Has been written entirely by 25 of our outstanding 
citizens, each of whom consented to write about his 
or her particular profession or occupation in order 
to help the youth of America in selecting a vocation. 
Each one presents his profession as it is, shows the 
future it holds, brings out the qualifications best 
suited to it. The result is a book that is not only a 
dependable source of information, but an inspiration 
in the choice of a life work. In addition to the 
essays a full-page portrait and brief biographical 
sketch of each contributor are included. Engineering 
as a Vocation is discussed by Hugh L. Cooper.”? + 

133. Lord, D. L. Sole leather. Lon- 
don, Favil Pr., Ltd., 1938. 162 p. 5s. 

Internat. soc. of leather trades’ chem.—JI., S °38, 
p. 424, 1/2 p. “. . . For the user of sole leather, 
i.e. the shoe manufacturer and repairer. Leather mer- 
chants and factors will also find it an instructive 
book. The reader is not worried by technical details 
of leather manufacture, although enough is given in 
the early chapters to give a general picture of the 
conversion of hide into leather.” 

134. Lowenstein, A. Allergische augen- 
erkrankungen. Basel, S. Karger, 1938. 
72 p. 

Am. jl. of ophthalmology, O ’38, p. 1176, 2. col. 
“Comprises a review of diseases of the eye associated 
with or due to an allergic state. It therefore repre- 
sents a summary of the literature together with the 
observations and comments of the author, thus afford- 
ing a brief but competent presentation of the subject.” 
L. A. Julianelle. + 

135. Lucas, E. The builder’s book on 
the house. London, Technical Pr., 1938. 
168 p., il. 10s. 6d. 

Overseas eng., O °38, p. 24, 1/4 col. “Will be 
found a most useful volume by the builder and all 
concerned with property. It deals with the planning, 
construction and fitting of the house. One of its best 
features is the very full use made of figures, plans, 
section drawings, elevations, photographs and sketches, 
some larger than page size, which add great clarity 
to the text. Primarily designed for the builder, 
the book is so full of practical examples and informa- 
tion that it will be equally useful to every owner 
of house property.” + 

136. Ludwig, W. Faktorenkoppelung 
und faktorenaustausch bei normalen und 
aberrantem chromosomenbestand. (Prob- 
leme d. theor. u. angew. Genetik u. deren 
Grenzgebiete.) Leipzig, G. Thieme, 1938. 
245 p., 74 il. RM 11. 

Naturwissenschaften, Ag 5 ’38, p. 519, 3/4 col. 
H. Bauer. + 

137. McConnel, Lt.-Col. J. K. Regain 
your figure: How to regain your figure 
after childbirth with strengthening exer- 
cises. London, Methuen, 1938. 128 p., i 
6s. 

Brit. jl. of physical med., O ’ p. 362, 1/3 col. 
“Many will endorse the praise of ‘ae book given in 
the foreword by Cedric Lane-Roberts, M. S., F.R.C 
F.C.0.G. The book is written in a vivid and straight- 
forward manner and the instructions are clearly out- 
lined in text and illustrations. . . Prove a safe and 
serviceable guide for those to whom it is addressed 
and also those who have charge of them.” M. E. O.+ 

138. MacKee, G. M. X-Rays and ra- 
dium in the treatment of diseases of the 
skin. 3rd ed. rev. Phila. Lea & Febiger, 
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1938. 830 p., 308 il. $10.00. 

Am. jl. of roentgenology, S °38, p. 445, 1 col. 
“|. . Every conceivable phase of the subject has been 
treated in a thorough manner. . . In controversial 
matters the various phases are presented in an un- 
biased manner. . . Remains as a standard book of its 
kind, done in the thorough manner characteristic of 
its author, and is invaluable as a text and reference. 
It can be recommended, without reservation, as an 
important addition to the library of the radiologist, 
the dermatologist, the general practitioner, and the 
student.” Edgar M. McPeak. + 

139. McKelvey, S. D. Yuccas of the 
Southwestern United States. Jamaica 
Plain (Mass.), Arnold Arboretum of Har- 
vard Univ. 80 pl. $5.00. 

Horticulture, Ag 15 ’38, p. 333, 3/4 col. “.. . 
Mrs. McKelvey’s previous monograph on lilacs estab- 
lished her reputation in research and the ability to 
put the knowledge thus obtained into readable English. 
This book adds to her reputation in both respects and 
gives her, in addition, a high standing as a botanist. 
. . . Species fall naturally into various groups which 
Mrs. McKelvey considers at length, afterwards fol- 
lowing some of the species to England and other 
countries where they are gradually coming into cul- 
tivation. . .”” + 


140. McKnight, D., Jr. A study of pat- 
ents on petroleum cracking with special 
reference to their present status. Austin, 
Tex., University of Texas, 1938. 627 p. 


$3.00. 

Ind. & eng. chem., News ed., O 20 ’38, p. 572, 
1/4 col. “. . . A report of the study by the author, 
who approaches the problem from the technical aspect 
rather than the legal. After presenting the cracking 
patent situation in the first chapter, the author pre- 
sents the various patented processes, and in the tenth 
chapter begins a discussion of the development of the 
situation, including a critical review of its history 
and present status. This is followed by a criticism 
of the patent structure in the cracking art, with the 
last 500 pages of the book devoted to a catalog of 
United States patents on cracking or conversion of 
petroleum hydrocarbon oils. This includes indexes of 
patentees and assignees and an index of litigation 
involving such patents.” 

141. Magner, W. A textbook of hem- 
atology. Phila., Pa., Blakiston’s, 1938. 393 
p., 23 figs. 

Am. jl. of tropical med., S ’38, p. 623, 1/2 p. 
. . « One has no difficulty in following his discus- 
sions and he seems to separate the wheat from the 
chaff and leaves the reader with the feeling that the 
author has presented what he has found by experience 
to be correct. The welter of theory and controversy 
is to a large extent avoided and that which is essential 
and what to the writer appears most Iogical is retained. 
As a guide for students and practitioners the book 
would appear to be most serviceable. . .”” L. C. Scott. 


142. Marcard, R. Petite histoire de la 
chimie et de l’alchimie d’Hermé a Lavoisier. 
Bordeaux, Delmas, 1938. 236 p., il. 30 fr. 

Internat. soc. of leather traders’ chem.—JI., Ag ’38, 
p. 382, 1/2 p. + 

143. Massey, H. S. W. Negative ions. 
Cambridge physical tracts. Cambridge, 
University Pr. 105 p. 6s. 

Physical soc.—Proc., S 1 738, p. 860, 1/2 p. “. . . 
The first of a series of Cambridge Physical Tracts 
issued under the joint editorship of Professor Oliphant 
and Mr. Ratcliffe. It is the aim of the editors that 
these tracts may present such surveys of subjects as 
the authors might give in a short course of specialized 
lectures. They are therefore intended not to be ex- 
haustive but to deal more particularly with work on 
which the authors can speak with direct experience 
gained through their own investigations. . . Material 
collected by Dr. Massey .. . is full of interest and 
is well selected. . . Tract may be confidently recom- 





mended as a critical and original treatment of a sub- 
ject which has not previously been adequately sum- 
marized.” A. M. T. + 

Jl. de physique et le‘*radium, S ’38, p. 207, 1/3 
col. Goldstein. + 

Rev. of scientific instr., O ’38, p. 292, 1-1/2 col. 
J. Slepian. + ; ; 

144. Matson, G. J. A guide to article 
writing. London, Blackie. 3s. 6d. 

Elec. age, Autumn ’38, p. 483, 1/3 col. ‘‘Tackles 
the subject from every conceivable angle and the 
examples given are especially valuable as they are 
frequently taken from his own wide journalistic ex- 
perience. Those who read it as a writer’s guide will 
be amply rewarded by the definite information it im- 
parts; those who read it for general interest will per- 
haps be surprised that a textbook should contain so 
much _entertaining matter.’ + 
_ 145. Meesmann, A.  Hypokalzamie und 
linse. Ein beitrag zur behandlung der te- 
tanie und cataracta tetanica mit A. T. 10 
Holtz (Dihydrotachysterol). (Suppl. of 
“Klinischen monatsblatter f. augenheil- 
kunde.”) Stuttgart, F. Enke, 1938. 66 p., 
36 il 


Arch. of ophthalmology, O ’38, p. 694, 1-1/2 p. 
“Author reports on 10 patients with cataract but 
without evidence of tetany, on 15 with tetanic cataract, 
both groups of whom were observed up to five years, 
and on 15 patients with tetanic cataract who were 
observed for not more than one year. . . Patients with 
other types of cataracts were examined for the pres- 
ence of symptoms of tetany. . . A complete bibliogra- 
phy accompanies this valuable monograph.”’ A. Knapp. 


_ 146. Meyer, H. Lehrbuch der mechan- 
ischen technologie der maschinenbaustoffe. 
8th ed. Leipzig, M. Janecke, 1938. 371 p., 
407 il. RM 6.20. 

Inst. of metals—mo. jl., Ag 8, p. 458, 1/4 p. 

- originally styled ‘Technologie der metalle,’ this 
book is now in its eighth edition. It embraces brief 
descriptions of the important metals and alloys— 
chiefly ferrous—different forms of manufacture, in- 
cluding forging, pressing, rolling, and welding. The 
information is such as can be ordinarily obtained in 
many English books.” W. A. C. Newman. 

147. Mistrangelo, C.  Provvista e dis- 
tribuzione di aqua potabile. 3rd ed., rev. & 
enl. Milan, Hoepli, 1938. 50 lire. 

Engineer, O 21 ’38, p. 447, 1 col. “. . . Well-illus- 
trated large octavo volume covers the whole subject 
of ‘The Supply and Distribution of Potable Water,’ 
and presents both general and Italian practice as 
developed up to a fairly recent date. . . Book is cer- 
tainly one which should be acquired for the libraries 
of all engineering societies which include civil engi- 
neers in their membership and it will be of no small 
service to those who, being conversant with the sub- 
ject of water supply and the science associated there- 
with, are studying the Italian language.” + 

148. Molisch, H. The longevity of 
plants. Tr. by E. H. Fulling. N. Y., Publ. 
ogre translator, 1938. 226 p., 38 figs. 


“ 


Am. jl. of science, O ’38, p. 317, 1/2 p. “In so 
far as plants are concerned, the original German edi- 
tion of this work issued in 1928, represented the first 
comprehensive survey of this important biological 
subject to be attempted, and the translator has ren- 
dered a service in making the subject-matter of that 
book more readily available to the English-speaking 
public. . . Bibliography of the German edition is sup- 
plemented by a list of the more recent literature 
references on longevity and related subjects.” G. E 
Nichols. + eis 

149. Mond, R.; Myers, O. H. Ceme- 
teries of Armant I. Vol. I, The Text, pp. 
300; Vol. II, The Plates. London, Egypt 
Exploration Society, 1938. 2 vols. 25s. 
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Analyst, S ’38, p. 690, 1-1/2 p. “The excavation 
of the cemeteries, dating from Predynastic times up- 
wards, on the edge of the desert to the west of Armant 
yielded no spectacular finds or startlingly new _his- 
toric facts. Yet the results have brought to light 
many details of great interest and are of far-reaching 
importance. The aim of the modern archaeologist is 
to extract the utmost possible information from _ all 
the material available, and material of no outstanding 
intrinsic value is now made to yield information 
many times more valuable than that given by more 
spectacular discoveries. Report has involved an 
enormous amount of time and labour and the authors 
have clearly spared no pains to make these volumes 
a valuable source of reference for future workers. 
Vol. II is devoted entirely to the plates, which are 
reproduced in excellent style.” R. W. Sloley. + 


150. Monkhouse, G. Motor racing with 
Mercedes-Benz. London, G. Newnes, Ltd., 


1938. 167 p., il. 8s. 6d. 

Automobile eng., O ’38, p. 378, 1/4 col. “Racing 
fans will revel in the pale Br collection of superb 
photographs taken by the author, who accompanied as 
a privileged guest the famous Mercedes-Benz racing 
team for a great part of the 1937 season. . . In a 
3,000-mile tour the author visited their Racing De- 
partment at Stuttgart, and gives details of the design 
and construction of a Grand Prix racing car, to- 
gether with a comprehensive survey of every aspect 
of racing.” + 


151. Morey, G. W. The properties of 


glass. N. Y., Reinhold, 1938. 500 p., il. 

Glass ind., S 38, p. 352, 3 col. “. . . American 
chemical society monograph series. . . Has been in 
preparation 14 years, and must necessarily have been 
largely. rewritten several times, for it contains in- 
formation not published until 1938. It is therefore 
neither a hurried digest, nor out-of-date. It contains 
some 500 pages of text and a vast number of graphs 
and tabular data. Measures all the measurable 
properties of the glass and reports his findings in 
text, tables, and figures, and reviews all the relevant 
literature dealing with those properties, far better, 
probably, than has been done before in the English 
language. It will be observed however that his 
method of treatment, while suitable for the Inter- 
national Critical Tables or the Glastechnische Tabel- 
len, necessarily omits a vast volume of material that 
vitally concerns the glass manufacturer or glass 
technologist. . . Within the field it has marked out, 
it will be the premier text in any language.” + 

152. Morgan, E. H. Stream and chan- 
nel flow. London, Chapman & Hall. il., 
tab. $6. 

Can. eng., O 11 °38. p. 28, 2/3 col. “Main portion 
of this book which will prove invaluable to all engi- 
neers responsible for dealing with drainage problems 
of this nature, is based on Manning’s formula for 
the flow of water in channels. The author gives 
reasons to show that this formula is particularly 
suitable for the computation of the mean velocity in 
open channels.” 

153. Moseley, S. A.; Chapple, H. J. B. 
A_ simple guide to television. London, 
Pitman. 43 p., 15 fig. 1s. 

Elec. rev., O 7 °38, p. 516, 1/5 col. ‘Those who 
read it will find enough to give them some under- 
standing, from the point of view of the ‘man in the 
street,’ of the sequence of developments that have 
led up to present achievements.” 

Engl. mechanics, O 7 ’38, p. 490, 1/4 col. + 

154. Muir, J. John of the mountains 
(Unpublished journals of John Muir). ed. 
by L. M. Wolfe. Boston, Houghton Mif- 
flin. 458 p., il. $3.75. 

_ Am, forests, O ’38, p. 474, 3/4 col. “. . . Collec- 
tion of heretofore unpublished memoirs of John Muir 
—naturalist, scientist, and writer—in this centenary 
year of his birth. This group of sixty journals, writ- 
ten over a period of forty-four years (1867-1911) 
covers nearly the whole of his career as a naturalist. 
. . . This newest edition of John Muir’s writings is 


more than a literary achievement—it is a monument 
to the memory of a great man.” D. D. + 7 

155. Miiller, K. Abies grandis und ihre 
klimarassen. Neudamm, Neumann, 1938. 
118 p., 45 il, 1 map. RM 4.80. 

Centralblatt f. d. ges. forstwesen, S ’38, p. 238, 
1 p. V. Altmann. + 

156. Nat. safety first assoc. The fac- 
tories act 1937—Safety tables and memo- 
randa. London, Nat. Safety First Assoc. 
10 p., 4d. 

Pet. times, O 8 ’38, p. 460, 1/3 col. ‘Consists of 
a series of short questions covering the whole Act 
and generally surveying the safety sections, with de- 
tailed tabular statements covering the more complex 
sections, such as those affecting fencing of guards, 
hoists and steam boilers. Originally published in the 
Association’s Industrial Safety Bulletin, in its present 
form as a pamphlet it is suitable for distribution to 
individual managers, engineers, etc.” + 

157. Nationalisation of transport: An 
impartial review. Forewd. by Sir J. Stamp. 
London, Modern Transport Publ. Co., Ltd. 
75 p. Is. 

Dock & harbour auth., S ’38, p. 341, 1/2 col. 
“The investigation into the conditions and conse- 
quences attaching to the nationalisation of transport 
in this country enables the reader of the booklet to 
form a clearer idea of what is involved than he would 
otherwise be able to do. . . Greater part of the book 
is concerned with railways and roads. Canals and 
ports come in for relatively slight notice, but the 
general argument is applicable in these cases also.’”’ + 

158. Nesburn, H. R.; Risley, D. L. A 
child’s graded reading book for eye special- 
Hollywood (Cal.), Harpel-Bean Co., 
1938. 23 p. $15. 

Arch. of ophthalmology, O ’38, p. 697, 1/2 p. 
“Have prepared a series of graded plates involving 
visual recognition, interpretation and comprehension 
of material in each of these form classes and have 
bound them together into a useful little booklet. 
While it by no means furnishes a complete analysis 
of the child’s visual functions and comprehension, 
it is simple and appears to be a careful and well 
arranged piece of work which has a definite and valu- 
able place in such tests. It does not pretend to be 
more than it is and leaves the questions of refractive 
errors, muscle imbalances and fusional abilities where 
they helong.’”’ LeGrand H. Hardy. + : ‘ 

159. Neuroth, L. Der bau eines spiegel- 
fernrohrs. Eine anleitung zur _ selbsther- 
stellung fiir liebhaber-astronomen und 
solche, die es werden wollen. (Der samm- 
lung “Spiel und arbeit,” v. 167.) Ravens- 
burg, Maier, 1938. 76 p. RM 1.80. 

Himmelswelt, S/O ’38, p. 195, 3/4 col. J. Plass- 
mann. + 

160. van Neuwenburg, C. J. and Dulfer, 
G. <A short manual of systematic qualita- 
tive analysis by means of modern drop re- 


actions. 3rd_ ed. Amsterdam, D. B. 
Centen’s Utg. Maatschappij (N. V.), 1938. 
96 p., 3.75 fl. 

Analyst, Ag ’38, p. 634, 1/4 p. “. . . ‘Awaiting the 


publication of the Report of the Committee on New 
Reagents of the International Union of Chemistry, 
which will give us a better survey of the available 
spot tests, we thought it best to introduce no new 
reactions.’ This edition is essentially the same as 
the second.” Janet W. Matthews. 
161. Neveu-Lemaire, M. 
tomologie médicale et vétérinaire. 
Vigot, 1938. 1339 p., 597 figs. 
Am. jl. of tropical med., S ’38, p. 619, 2 p. “... 
A companion of the ‘Traité d’helminthologie médicale 
et vétérinaire’ by Professor Neveu-Lemaire, which 
was published two years ago. . . Like its predecessor, 


Traite d’en- 
Paris, 





hi 
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this volume bears intrinsic evidence of many years 
of study and collection of material. First part 
deals with the general subject of entomology. . . Sec- 
ond part constitutes the greatest part of the volume 
(pp. 111-1213) and contains a very comprehensive 
account of practically all the Anthropods of interest 
in the medical and veterinary fields. . . Part three 
contains in tabular form the hosts of Arthropods 
which are either parasites or commensals, and part 
four provides a systematic list of the pathogens of 
which Arthropods are intermediate hosts or vectors. 
The Appendix is devoted to a brief but satisfactory 
consideration of Leeches! There is an_all-too-short 
bibliographic section but a very complete subject 
index. . .” E. C. Faust. + ; , if ; 
162. Norcross, C. Getting a job in avia- 
tion. N. Y., McGraw-Hill, 1938. 374 p. 


$2.50. 

Jl. of the aero. sciences, O °38, p. 504, 2/3 col. 
“Will be as helpful to those whose advice is sought 
regarding the opportunities in aviation as it will to 
those who are seeking jobs. Heretofore it has taken 
much time to explain the many kinds of work done 
by the airlines, manufacturers, and operators. Now 
a young man can learn from this study the probable 
requirements of any specialized field, the training re- 
quired, and the nature of the occupation. . . Has 
rendered a genuine service to the industry in com- 
piling such a useful handbook.” + 

163. Norton, L. J. Financing agricul- 
ture. Danville, Ill., Interstate Printing 


Co., 1938. 319 p. $2.75. 

Jl. of farm econ., Ag ’38, p. 726, 1-1/2 p. “This 
rather small book is filled with farm financing facts 
for the farm operator and the institutions and persons 
granting credit to farmers. It is different from pre- 
vious American books relating to agricultural credit 
in that it has been prepared for the specific purpose 
of telling how credit should be obtained, used or 
granted. . . Reviewer hazards that the book is merely 
a forerunner to a much superior book in the same 
field that the writer appears to be fully capable of 
preparing.”” C. H. Hammar. + — 

164. Nourse, E. G.; Drury, H. B.  In- 
dustrial price policies and economic prog- 
ress. Wash., D. C., Brookings Institution, 
1938. 328 p. $2.50.. 

India rubber wid., S 1 ’38, p. 66, 1 col. “. .. A 
follow-up on the four volume survey of the distribu- 
tion of wealth and income in relation to economic 
progress published by the Brookings Institution, de- 
scribes in concrete realistic terms the factors which 
enter into the making of practical industrial prices 
under modern conditions. Make such a course 
practicable. The present study is not directly con- 
cerned with the present depression or with depression 
causes or cures; its analysis of price policies is con- 
cerned with economic hygiene rather than emergency 
treatment of acute illness.” + 

(See 2-3542) 

165. Okabe, K. Magnetron oscillations 
of ultra-short wavelengths and electron 
oscillations in general. Japan, Shokendo. 
by @: 

Inst. of radio eng.—Proc., S ’38, p. 1177, 2/3 p. 
“Object . . . is to answer the questions ‘(1) to what 
extent have magnetron oscillations of ultra-short wave- 
lengths been developed, and (2) what is the true 
mechanism of these oscillations’. . . A complete bibli- 
ography on magnetrons is included in the Appendix. 
. Due to the extreme brevity and the unusual 
method of expression many portions of the book lack 
clarity. The reviewer feels that the book could have 
been improved by the addition of more quantitative 
data so as to allow definite comparisons to be made 
between the various types of magnetrons. . . Will 
probably be of little value to the general reader but 
is worth while to the specialist because of the inter- 
esting and up-to-date material contained.” G. 
Kilgore. + — 

166. Ommanney, F. D. South latitude. 
London, Longmans, 1938. 308 p., 16 il. 


9s. 6d. ; 

Nature, Jy 9 ’38, p. 52, 2 col. “... Has the gift 
of arresting and vivid description; he has looked upon 
men and beasts and things with an observant and 
sympathetic eye; and he has the sense of humour to 
perceive the ridiculous in himself as well as in his 
companions. . . Was one of the survey party of six 
men who were lost for ten days on King George 
Island in the South Shetlands. . , Story of their ex- 
periences is as moving as anything that has been told 
us from the Antarctic. . . Although this book touches 
only incidentally on the scientific work that the author 
and his colleagues were doing, it does preserve many 
details that may be missed in more formal reports.’’ + 

167. Parson, J. H. Diseases of the eye. 
Oth ed. London, Churchill, 1938. 658 p., 
21 pl., 360 figs. 

Brit. jl. of ophthalmology, N ’38, p. 694, 1/2 p. 
“|. . Differs only slightly from the last, mainly by 
incorporating some details as to new drugs and 
methods of treatment. In discussing vitreous haemor- 
rhages for example, mention is made of vitamin C 
and the importance of this same vitamin in the 
metabolism of the lens is described. . . The form of 
the book remains unaltered and the author has wisely 
refrained from increasing its bulk. . .” 

168. Patman, W. The Robinson-Patman 


act. N. Y., Ronald Pr., 408 p. $4.50. 

Chem, ind., Jy ’38, p. 26, 1/8 col. “‘What you can 
and cannot do explained by one of the authors of the 
bill. Naturally, a first hand authority discussing the 
problems that have arisen since the passage of this 
important legislation.” 

169. Pointis, J. Cours superieur de 
pilotage aux instruments. La maitrise du 
P.S.V. Paris, Gauthier-Villars. 100 p., 39 
figs. 15 fr. 

Aero digest, N ’38, p. 104, 1/2 col. “. . . Covers 
the subject of blind flying, outlining the sequence of 
flight training and the use of appropriate instruments. 
. . . Advocates the use of only two instruments—the 
airspeed, and turn and bank indicators. . . The book 
treats the subject of flying and instrument interpre- 
tation in a simple, straightforward manner and is 
amply illustrated.” + 

170. Power and speed. 
ple Pr., il. 9s. 

Aeroplane, O 12 ’38, p. 453, 1/3 col. “Is primarily 
intended for the more knowledgeable seetions of the 
younger generation, but, we suspect, many cf their 
parents will find it jolly good reading. . . Tells the 
story of the internal-combustion motor, its history 
and its place in the orld to-day. Every chapter 
has been written and compiled by someone who spec- 
ializes in that particular aspect of the subject. 
Deals with Aviation, Motoring, Motor Transport, 
Diesel Trains, Oil Engines and Shipping.” + 

171. Raab, E. Grundlagen der gynako- 
logischen kurzwellen-therapie. Stuttgart, 
F. Enke, 1938. 66 p., 29 fig. RM 4.80. 

Brit. jl. of physical med., O ’38, p. 360, 1-1/3 col. 
“Gives a succinct, but very clear account of short- 
wave therapy as applied to gynaecological diseases in 
a broad sense. . . Pt. 1 deals with the physical and 
biological bases of short-waves. We do not remember 
having seen, condensed into so short a space, a better 
description of the essential facts on which short-wave 
therapy is based. Pt. 2... is largely experimental. . . 
Pt. 3 deals with treatment of inflammatory swellings 
of the adnexa . . . a very full Bibliography at the end 
of the book.” R. K. B. 

172. Read, W. T. Industrial chemistry. 
2nd ed. N. Y., Wiley, 1938. 605 p. $5. 

Chem. & met. eng., O ’38, p. 560, 1 col. “Although 
the number of chapters and their headings remain 
practically unchanged, much of the material has been 
rewritten and brought up to date with the cooperation 
of over a hundred men in industry, each a specialist 
in his particular field. . . Classification of industries 
1s again in most cases based upon chemical similarity 
rather than on processes or products. . . Book is 
highly recommended by the reviewer as a clear, sub- 
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stantial, a ie and peas survey of chemical 
industry.” J. H. Koffolt. ’ . 

173. Reddick, H. W., and Miller, F. H. 
Advanced mathematics for engineers. N. Y., 
Wiley, 1938. 473 p., 130 il. $4. 

Power, N 738, p. 629, 1/4 col. “A collection of 
mathematical facts and theory specifically applicable 
to engineering problems, this text is suited to ad- 
vanced college courses or home study by engineering 
graduates well grounded in calculus. Each chapter 
is accompanied by a number of practical problems 
(answers given) which serve to demonstrate applica- 
tion of theory.” 

Poatessneal eng., O °38, p. 46, 1/2 col. + 

174. Reed, M. B. Fundamentals of elec- 
trical engineering. Scranton (Pa.), Inter- 
nat. textbook co., 1938. 326 p. d 

Gen. elec. rev., S °38, p. 424, 2/5 col. “This 
volume is prepared for use as a textbook in the first 
course in electrical engineering. . It gives a treat- 
ment of the fundamentals on which electrical engi- 
neering is based. No attempt has been made to 
avoid the use of mathematics.” 

175. Resnick, L.; Carris, L. H. Eye 
hazards in industrial occupations. N. Y., 
Nat. Soc. for the Prevention of Blindness, 
Inc. 247 p. 50c. 

Nat. engineer, O 738, p. 524, 1/4 col. “A hand- 
book for safety engineers, inspectors, safety com- 
mitteemen, industrial physicians; and for the many 
others who share the responsibility for conserving 
the life, health and sight of those employed in 
industry.” ? 

176. Révész, G. Die formenwelt des 
tastsinnes. Hague, Nijhoff, 1938. 2 vols., 
201 & 293 p., 52 & 115 figs. gld. 9.80. 

Brit. jl. of ophthalmology, S °38, p. 570, 1-1/2 p. 

. .. In the first volume .. . has dealt principally 
with the fundamental problems of the psychology of 
space, and those of touch. . . Major part of the sec- 
ond volume deals with the creative activities of blind 
sculptors, and emphasizes the difference in modelling 
of those born blind and those who have become blind 
in later life. No such exhaustive study has previously 
been made, and the illustrations demonstrate the high 
degree of artistic skill which can be attained by the 
blind. No psychologist—or philosopher, for that mat- 
ter—can afford to neglect this treatise; and every 
ophthalmologist should be interested in it.’ + 

Richter, G. H. Textbook of or- 
ganic chemistry. N. Y., Wiley, 1938. 711 
p. $4.00. 

Chemist, S ’38, p. 292, 2-1/2 col. “. . . Is directed 
specifically to that large body of ambitious students 
who wish to study beginning organic chemistry and 
gain more than a superficial knowledge of the subject. 
To accomplish this end the material is so arranged 
that the emphasis falls on the fundamentals of the 
science, namely, nomenclature, synthesis, reactions, 
and properties. . . Eighty-four tables are used advan- 
tageously to furnish the student with a large amount 
of physical data and factual information, and seven- 
teen figures aid in the clarification of certain concepts. 

. Graphic formulas and graphic equations are used 
freely throughout the book.” F. Degering. “+ 

Canadian chem. & process hd S 38, 54. “os 
In the larger sense, this is an excellent beginner’s test 
and is well related to natural substances and _ re- 
actions of industrial as well as scientific importance.+ 

178. Riemann, B. Partielle differential- 
gleichungen und ihre anwendung auf physi- 
kalische fragen. (Unchanged reproduction 
of 3rd ed., 1882.) Ed. by K. Hattendorff. 
Forewd. by F. Emde. Braunschweig, F. 
Vieweg & Sohn, 1938. 325 p., 46 il. RM 
9.60. 

Zeit. f. techn. physik, O °38, p. 324, 1/4 col. J. 
Kronert. 

Naturwissenschaften, Jy 29 °38, p. 501, 3/4 col. 
G. Joos. + 
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179. Rinne, W. Unsterbliches volk. 
Berlin, Schmidt, 1938. 126 p. RM 2.00. 

Stahl u. ecisen, S 15 °38, p. 1028, 1/2 col. W. 
Salewski. + ; 

180. Rivoire, R. La science des hor- 
mones (Coll. L’avenir de la science, no. 7). 
Paris, Gallimard, 1938. 254 p., 25 fig. 30 fr. 

Bul. biologique de la France, v. 72, no. 3, 738, 
p. 384, 1/4 p. M. C. + 


181. Roark, R. " Formulas for stress 
and strain. N. Y 


McGraw-Hill. 326 p., 
19 tables. $3.00. 


Product eng., N ’38, p. 458, 3/4 col. “. . . Tabu- 
lar formulas, most of which have appeared in Product 
Engineering as Reference Book Sheets. Intended pri- 
marily as a reference manual for designing engineers, 
the book contains a compact summary of the formulas, 
facts and principles pertaining to strength of materi- 
als required for accurate methods of stress analysis 
in modern machine and structural design. vail 

182. Roberts, H. The troubled mind: 
A general account of the human mind and 
its disorders and its remedies. With chap- 
ters on the insanities by M. N. Jackson. 
London, J. Murray, 1938. 284 p. 6s. 

Brit. jl. of physical med., O ’38, p. 361, 1-1/4 col. 

“An attempt to explain in simple language some of 
the outstanding conclusions of contemporary psycholo- 
gists, with such criticism as the experience of the 
authors suggests. Reader will find in the little 
volume a great deal of food for thought, and he will 
have reason to be grateful for the lucid presentation 
of subtle and difficult —s as well as for the 
wholesome criticism.”” M. E. O. + 

183. Rosenholtz, ‘A L.; O6esterle, J. F. 
Elements of ferrous metallurgy. 2nd ed. 
N. Y., Wiley; London, Chapman & Hall. 
258 p., il., diag. $3. 

Am. machinist, O 19 738, p. 950, 1/3 col. ‘“‘Pri- 
marily intended as a textbook for engineering stu- 
dents other than those in metallurgy, this volume 
presents a relatively short work on a large subject. . . 
The subject matter has been brought up to date in 
recognition of the new practices and new alloys that 
have been developed and the modern theories of 
metallurgy that have been advanced.” + 

Metallurgia, O ’38, p. 214, 3/4 col. “Has the 
commendable feature of covering the field of ferrous 
metallurgy without taking up valuable space with 
excessive detail. Is abundantly illustrated with 
photographs, line drawings and diagrams, and is one 
that we can recommend for those who wish to study 
this science and to keep abreast of modern develop- 
ments.” + 
184. Rostand, J. La parthénogénse des 
vertébrés. (Actual. sci. et ind., no. 651.) 
Paris, Hermann, 1938. 162 p 

Bul. biologique de la France ect de la Belgique, 
v. 72, no. 3, ’38, p. 384. M. C. + 

185. Rouse, H. Fluid mechanics for 
hydraulic engineers. N. Y., McGraw. 
422 p., il. $5. 

Power, N ’38, p. 629, 1/2 col. ‘Intended for 
graduate students, practicing engineers and laboratory 
investigators, this book presents in systematic detail 
the fundamental principles of fluid motion and _ their 
application to various phases of hydraulic engineer- 
ing. Emphasis is placed upon sound physical analysis 
of actual flow phenomena, in an effort to provide 
more dependable methods of approach than empirical 
hydraulics can afford. Even though the book is 
written for the theoretical minded student and engi- 
neer, the practical thinker will find much of interest 
in its pages, particularly in the many photographs 
taken of flow around obstructions, over weirs and 
through orifices.”? + 

Civil eng. (London), O ’38, p. 382, 1-1/2 col. 
Admits that the subject matter is definitely of an 
advanced nature, and consequently the value of his 
work will be largely limited to those who specialise 
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in laboratory and analytical investigation, to whom it 
can be warmly commended. The practising hydraulic 
engineer, fortified by common sense and _ intuition, 
who has been reared and trained on empirical hy- 
draulics and who relies upon formulae developed 
many years ago, yet brought up to date as a result 
of new experimental data, will find it exceedingly 
difficult to follow the author through some of the 
complex mathematics and analyses. Nevertheless, the 
author deserves every encouragement, and he is to 
be congratulated on producing a text book on a 
subject which is undoubtedly destined to become of 
increasing importance to the hydraulic engineers of 
the future.” + 

Mech. eng., N ’38, p. 874, 2-3/4 col. + 

186. Ruettgers, A. and Blanks, R. F. 
Concrete manual. Ist ed. Wash., D. C., 
U. S. Bur. of Reclamation, Jy 1938. 454 p., 
il. 

Concrete (Chicago), N ’38, p. 30, 1/3 col. ‘‘As- 
sisted by fourteen members of materials testing and 
control division at the Denver office of the U. S 
Bureau of Reclamation. Intended primarily for the 
guidance of the field organizations of the U. S. 
Reclamation Bureau, this book is applicable, in large 
measure, to the control of concrete construction in 
general. . . Several sections. . . [give] information 
on procedures and equipment particularly applicable 
to the smaller work.” 

187. Sayles, L. P. Manual for compara- 
tive anatomy. . Y., Macmillan, 1938. 
214 p., 55 figs. $1.60. 

Am. jl. of science, S ’38, p. 235, 1/3 p. “Planned 
on the year’s course in Vertebrate Anatomy at The 
City College of New York, this manual is unique in 
its field, both in its loose-leaf format and the excel- 
lence of the line drawings which illustrate the selected 
chordate types. Stress is placed on dissections and 
practical examinations, rather than upon drawings...” 
&. <a =e 

188. Schikorr, von G. Die bestimmung 
der korrosionsbestandigkeit der metalle. 
Berlin, Dr. Georg Luttke, 1938. 40 p., 14 il. 

Inst. of metals—mo. jl., Ag °38, p. 457, 1/2 p. 
“Short monograph is a good summary of the methods 
available for corrosion investigation . . . first section 
describes the more important types of apparatus that 
have been and are being used for the direct measure- 
ment of corrosion under various conditions, such as 
occur in moving and stagnant liquids and in the at- 
mosphere. Second section discusses the less direct 
(but often more informative) methods of visual ob- 
servation, electrical measurements, and mechanical 
tests, and gives an all-too-brief mention of the appli- 
cations of statistical analysis to certain problems. 
The third section deals with various methods for 
particular metals, such as the Mylius tests for alumin- 
ium. . . The diagrams are very clear; a few more 
would have been valuable. There is a representative 
bibliography of 123 references. T. P. Hoar. + 

189. Schliephake, E. Les ondes élec- 
triques courtes en biologie. Paris, Gau- 
thier-Villars, 1938. 96 p., 37 fig. 30 fr. 

Brit. jl. of radiology, O ’38, p. 704, 2/5 col. 
“Contains the essence of 12 years’ systematic investi- 
gation as well as of the whole international literature 
on the subject. . . Subject is treated comprehensively. 
Excellent instructive curves and figures are provided 
and everything of importance known about the biology 
and physics of short waves is very clearly set forth 
on less than 100 pages.” Z. A. L. + 

Bul. biologique de la France, v. 72, no. 3, °38, 
p. 384, 1/4 col. M. C. + (Actual. radiobiologiques, 


no. 2.) 

190. Schlossberger, H. Chaulmoogradl 
(Geschichte, herkunft, zusammensetzung, 
pharmakologie, chemotherapie). Berlin, 
Springer, 1938. 141 p., 1 fig. 

Am. jl. of tropical med., S ’38, p. 621, 1/2 p. 
. . . Is of great value and importance one would 
think not only for the investigator but for those who 
wish to orient themselves and maintain contact with 
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recent advances.’ L. C. Scott. Se : 

191. Schlésser, P. Die betriebsbuch- 
haltung der chemischen industrie. Berlin, 
Springer, 1938. 2 vols. 91 p. & 112 p. RM 
26.40. 

Ind. & eng. chem., news ed., O 20 738, p. 571, 
3/4 col. ‘. . . Emphasizes the importance of exact 
bookkeeping for the determination of production costs 
in general, but especially for the chemical industry, 
and a rather complete system of bookkeeping for the 
latter is outlined. . Describes the bookkeeping for 
manufacturing plants (technical bookkeeping), volume 
Il shows a reproduction of all the forms (printed 
cards, sheets) used by the various offices concerned. . . 
Book should be of special interest to the young plant 
chemist and also to the advanced student who intends 
to obtain a position in the chemical industry.’ Otto 
Runge. + 5 . 

192. Schoch, E. P.; Felsing, W. A. Gen- 

eral chemistry. N. Y., McGraw. 524 p. 
$3.25. 

Chem. & met. eng., O 38, p. 560, 2/3 col. ‘Based 
on a special text used at the University of Texas for 
nearly 30 years, this book is perhaps a more rigidly 
fundamental presentation of general chemistry than 
any other of the first year college textbooks on the 
subject. . . Laboratory directions are interspersed 
throughout the text, and fundamental definitions, 
laws, and principles are emphasized by the use of 
heavy type.” + ” 

193. Shanks, S. C.; Kerley, P.; Twining, 
E. W., Eds. A text-book of X-ray diag- 
nosis. London, H. K. Lewis. Pt. 1, 591 
p., 398 fig. 50s. Pt. 2, 458 p., 307 fig. 42s. 

Brit. jl. of radiology, O ’38, p. 702, 1-1/2 p. 
“Editors produced this textbook in collaboration with 
15 colleagues, clinical and radiological, each a dis- 
tinguished specialist in the subject with which he 
deals; each writing with that critical appraisement 
which only great experience and close co-operation 
with clinical colleagues can ensure. . . Vol. 1, the 
Thorax; Vol. 2, the Abdomen; Vol. 3, the Skeletal 
and Nervous System. The division is a happy one, 
which makes for simplicity and easy reference. 
There is an excellent bibliography at the end of each 
part, and an index at the end of each volume. .. A 
text-book that has substantially enriched radiological 
literature.” H. C. G. + 

194. Shuttleworth, F. K. The adoles- 
cent period; a graphic and pictorial atlas. 
Wash., D. C., Soc. for Res. in Child Dev., 
Nat. Res. Council, 1938. 246 p. 

Endocrinology, Ag ’38, p. 245, 1/2 p. “. . . Pre- 
sents samples of the more important facts concerning 
human adolescents and adolescent development. Al- 
though all the charts relate to the second decade of 
life, the great majority include in addition material 
on either younger children or adults. Each chart 
carries a brief but clear explanation, a citation of the 
original source, and occasionally comments on the 
nature of the original data. Preference has been 
given to investigations of American children, to data 
covering a wide age range, to large numbers of cases, 
and to recency of publication. . Charts deal with 
such subjects as physical growth development and 
differentiation; blood pressure and basal metabolism, 
sexual maturation, physical, physiological and intel- 
lectual; health and illness; intelligence; abilities and 
attitudes; behavioral maladjustments; occupational and 
sex adjustments and major activities from ages 10 
to 24. Boys and girls are treated separately. The 
material should prove of much use to endocrine in- 
vestigators who have frequent need of reliable control 
data.” + 

195. Simmons, E. N.; Gregory, E. The 
structure of steel. Y. Y., Prentice-Hall. 
115 p., il. 

_ Am. machinist, O 19 ’38, p. 951, 1/2 col. “A 
simple exposition of the subject which states briefly 
the important principles underlying the use of steel. 
It is not a so-called popular presentation although the 
author’s aim is to aid the reader by analogies and 
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non-technical explanations. He freely admits that this 
treatment, in his original series, frequently led him 
into misstatements of fact, but in book form, these 
have been removed by ‘the collaboration of Dr. 
Gregory.” + 

196. Slagg, C.; Taylor, F. J. Water en- 
gineering. 2nd ed. enl. London, Techni- 
cal Pr., 1938. 156 p., 48 fig. 8s. 6d. 

Overseas eng., O ’38, p. 6, 2/3 col. **Deals mainly 
with the supply of water to communities of moderate 
size, but the authors point out that the underlying 
pr inciples are the same whether the community con- 
cerned is large or small. The economics of the mat- 
ter, are, however, very different. . . 3 important 
chapters are devoted to a consideration to the mechan- 
ical equipment of the Waterworks Engineer, with 
the pipes, valves and meters required in distribution, 
with the steam, electric and internal combustion 
driven pumping plant available, together with air 
lifts and hydraulic pumping apparatus, and with the 
machinery of purification—mechanical filters, washing 
plant, chlorination apparatus and water softening 
equipment. The book is fully illustrated and is a 
useful general outline of water supply engineering.” + 

Dock & harbour auth., N ’38, p. 29, 1/2 col. + 

Civil eng. (London), O ’38, p. 382, 1/4 col. + 

Gas & oil power, O °38, p. 259, 3/4 col. + 

197. Soc. of motor mfgrs. & traders, Itd. 


Home market analysis. no. 12. London, 
Soc. of Motor Mfgrs. & Traders, Ltd., 1938. 
218. 

Automobile eng., O °38, p. 378, 1/2 col. “Claims 


to be the most complete analysis of the United King- 
dom motor market in existence. Every individual 
horse-power, unladen weight and seating capacity 
class in each of the hundred and eighty odd licensing 
district are analysed, covering motor vehicles in use, 
as well as new sales. For comparative purposes, sta- 
tistics for previous years are also given.’ + 
(See 2-897) 
Physik. der 


198. Spath, W. mechan- 


ischen werkstoffprifung. Berlin, J. Sprin- 
ger. 179 p., 84 il. RM 14.60. 
Gas & oil power, S °38, p. 233, 2/5 col. ‘Divides 


his work into 3 main sections, static tests, dynamic 
tests, and tests fulfilling the functions of the first 
two in combination. It is with the purpose of demon- 
strating how this latter combination may be achieved 
that this book has been written. The treatment of 
the subject is put forward in a logical manner, and 
the inherent characteristics of the test machines are 
discussed in the light of their influence upon the 
load strain curves. . . Will have most appeal to the 
research engineer or metallurgist engaged in the de- 
vising of test methods to suit modern demands.”? + 

Met. & alloys, O °38, p. 631, 1/3 col. + 

Naturwissenschaften, O 28 °38, p. 711, 
E. Siebel. 

199. Springfield, (Ill.) Dept. of public 
health. Minimum sanitary requirements 
for swimming pools and bathing places. 
rev.ed. Springfield, Dept. of Pub. Health. 
56 p. 

Eng. news-rec., O 27. '38, p. 534, 1/2 col. ‘Has 
been prepared under an Illinois law which gives the 
State Department of Public Health supervision over 
swimming pools, including those for general public use 
as well as those for institutions, country clubs and 
other organizations. The specific requirements are 
printed in bold type, and each is supplemented by 
explanations and more detailed information as to the 
purposes of the requirements and the ways in which 
they may be met or attained. . . Typical regulations 
for operation and control are presented. In view of 
the increasing development in the use of swimming 
pools, this pamphlet is a useful addition to the litera- 
ture dealing with the principles and problems of 
effective design and safe and sanitary operation.” + 


200. Steinhauser, F. Die meteorologie 
des _sonnblicks. Pt. 1. Beitrage zur hoch- 
gebirgsmeteorologie nach ergebnissen 50 


1/3 col. 


jahriger beobachtungen des sonnblockob- 
servatoriums, 3106m. Ed. by Sonnblick- 
verein. Wien, Springer, 1938. il. RM 8. 


Naturwissenschaften, O 14 38, p. 679, 2 col. R. 
Penndorf. 

201. Stempell, W. Die tierischen para- 
siten des menschen. Jena, G. Fischer, 
1938. 226 p., 219 il, RM 13.50. 

Naturwissenschaften, Ag 5 °38, p. 520, 3/4 col. 


Albrecht Hase. + ; 

202. Stephens, J. J. Gravity of petrol- 
eum oils. Tulsa, Okla., Author, 1938. $2.00. 

Petroleum eng., O °38, p. 219, 1/4 col. ‘Tables 
for oil of observed gravities from 20 to 50 deg., 
inclusive, of the 1930 booklet edition have been re- 
printed as a large chart. These tables greatly simplify 
the work of converting observed gravity at tempera- 
tures other than 60 deg. to A.P.I. gravity at 60 
degrees. Furthermore, both the old and new methods 
of interpolation have been included. Complete in- 
structions accompany each chart.” ; 

203. Stevens, S. S.; Davis, H. Hearing: 
its psychology and physiology. Ni ¥3 
Wiley, 1938. 489 p., 166 fig. $4.50. 

Acoustical soc. of Am.—JI., O ’38, p. 151, 2 col. 
“Purpose . . . was twofold: (1) ‘To provide the stu- 
dents of psychology, physiology, acoustics, and otology 
with an inventory of the recent discoveries in the 
psychophysiology of hearing,’ and (2) ‘To test the 
progress of the study of audition by casting up the 
balance in systematic form, taking stock of the gaps 
and deficiencies, and finding to what extent auditory 
research is able to yield a consistent point of view. 
In both phases of their purpose they have succeeded 
admirably. Their work will take its place beside 
Helmholtz’ ‘Lehre von den tonempfindungen’ and 
Fletcher’s ‘Speech and Hearing.’’”’ N. A. Watson. + 

204. Stubbs, F. W., Jr. Estimates and 
costs of construction. N. Y., Wiley. 
$3.00. 

Excavating eng., N 738, p. 586, 1/4 col. “. 
Outlines the important steps in the dev elopment of a 
construction project. These are generally presented 
from the point of view of the constructor rather than 
the designer. Although designed primarily as a text- 
book for engineering students, the book will be of 
use to contractors, engineers, and architects. The 
Associated General Contractors’ construction equip- 
ment schedule is contained in the appendix.’”’ + 

Contractors & eng. mo., N 738, p. 27, 1/3 col. + 

205. Sutton, R. M. Demonstration ex- 
periments in physics. London, McGraw. 
545 p., 408 fig. an. 

Elec. rev., O 7 ’38, 516, 1/4 col. “Textbook of 
practical physics pieanina for the physics laboratory 
with descriptions of experiments for instruction. It 
is of a very complete nature, containing 382 experi- 
ments in mechanics, 153 in sound, 182 in heat, 269 
in electricity, 136 in light and 121 in atomic physics, 
which carries it beyond the scope ~ the usual text- 


book of practical physics.” W. C.-A. + 

Elec. jl., N °38, p. 451, 1/4 col. + 

206. Tate, A. O. Edison’s open door. 
N. Y., Dutton. 320 p. $3. 

Edison elec. inst. bul., O ’38, p. 463, 1 col. “A 


readable, informal note-book on the life of Edison 
during some of his most productive years, as observed 
by Alfred O. Tate, his secretary during that period. 
It will enable the reader better to visualize Edison 
in the light of the man as well as the inventor. Mr. 
Tate’s book is a labor of love, and, while he makes 
no pretense to a polished literary style, interest is 
sustained throughout in a thread of anecdote and 
humor that does not always move smoothly or in 
chronological order.” K. H. S. + 

207. Taylor, F. J. River engineering. 
Principles and practice. 2nd ed. enl. Lon- 
don, Technical Pr., 1938. 118 p., 46 fig. 
4s. 6d. 

Overseas eng., O °38, p. 


26, 3/4 col. “Covers the 
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wide subject of river engineering in as concise a 
form as possible, and sets out the essential features 
of those types of works which deal with the main- 
tenance and control of river channels. . . Deals both 
with the structure of river works and with the 
methods and plant and equipment available for main- 
taining the river in its desired channel and at the 
required depth in all conditions of tide, flood and 
drought. Inland navigation, including the subject of 
canals and weirs, dams, sluices, spillways, and rec- 
lamation work, are included in the scope of this very 
readable book.’’ + 

Civil eng. (London), O ’38, p. 382, 1/4 col. + 

Gas & oil power, O ’38, p. 259, 1/3 col. ines a! 

208. Tchijevsky, A. L. Les épidémies 
et les perturbations électromagnétiques du 
milieu extérieur. Paris, Hippocrate, 1938. 
238 p., 110 il. 10 fr. 

Naturwissenschaften, Ag 26 ’38, p. 567, 1 col. 
de Rudder. + : 

209. Terman, L. M. and Miles, C. C. 
Sex and personality: studies in masculinity 
and femininity. N. Y., McGraw-Hill. 600 


p. $4.50. 

Jl. of heredity, Ag ’38, p. 305, 4 col. ‘‘Book is 
another solid bit of evidence in support of the con- 
viction of the Stanford University group that mental 
traits can be analyzed and measured. . . ‘To sum up 
this extensive and significant study: The sexes do 
differ in sex-temperament,—in their interests, emo- 
tions, impulses, activities. The roles played by nature 
and nurture in setting up these differences cannot be 
answered finally. . .” G. C. Schwesinger. + 

210. Texas co. Ball and roller bearing 
lubrication. N. Y., Texas Co. 42 p., il. 

Construction, O ’38, p. 74, 1/4 col. ‘‘Advice on 
the selection of proper greases for anti-friction bear- 
ing lubrication and discussion of power consumption 
developed by certain types of greases. Durability 
or resistance of greases to breakdown. Chart of ball 
bearing types. Bearing constructional features. Types 
of lubricants.” 

211. Thiele, W. Official map publica- 
tions. Chicago, Am. Library Assoc. 372 
p. $4.75. 

Eng. & min. jl., Ag ’38, p. 101, 3/4 col. ‘Deals 
with the evolution of the modern map; with the vari- 
ety of form and multiplicity of purpose for which 
it is issued; with the official agencies from which 
different kinds of maps can be obtained; and finally 
with schemes for organization and preservation of 
maps. . . There is a brief chapter on general princi- 
ples of classification, cataloging, and care of maps, 
tentative map classification outlines by subjects and 
by areas; list of state, local and regional map sources; 
and a list of international maps. The book is fully 
indexed.” 

212. Thomas, E. A. Solving the mys- 
terious universe. London, Allenson, 1938. 
7s. 6d. 

Brit. astronomical assoc.—Jl., O ’38, p. 413, 3/4 
ie . Attempts to prove that the energy of the 
Universe is not running down but is being rewound. 
When it has reached a certain stage of condensation 
it assumes again the neulous condition in which it 
possesses the maximum of potential energy. . . It is 
obvious . . . that some of these carefully reasoned 
judgments are of doubtful validity. . . Appendix ex- 
plains away the usual theory of the tides and asserts 
that the mathematical theory fails to take into account 
the Earth’s centrifugal force. The author should 
study the theory before he expounds his own.” M. D. 


= 

213. Tillson, B. F. Mine plant. N. Y., 
A.I.M.E. (Rocky mt. fund ser.) 371 p., 
1,120 fig. $7.50. 

Eng. & min. jl., O °38, p. 81, 1 col. “In this 
volume of mine-plant drawings, with their accompany- 
ing references and explanatory notes, we have a most 
unique contribution to the technical literature of the 
mining industry. Book is divided into 3 parts: 
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Surface plant (12 chapters), Shaft plant (11 chap- 
ters), and underground plant (17 chapters). The 
drawings are listed and described briefly in the 12- 
page table of contents. In all there are over 1,120 
figures, consolidated under 841 main captions.” + 

Mining jl. (London), O 8 738, p. 930, 1/2 col. 
“Form of the book is entirely novel, the dimensioned 
drawings are on one side of the paper only, and the 
pages folded together, so that two thicknesses of paper 
intervene between successive pages of diagrams. Pho- 
tographic or blue prints can be made of the drawings 
without damage to the book. . . Should prove of con- 
siderable value to mining engineers who, by consulting 
the drawings, will be enabled to find ready made 
ideas suitable for their particular requirements.”” + 

214. Toelke, Dr. I. F. Talsperren— 
Staudaeme und staumauern. (Handbiblio- 
thek f. bauingenieure, Vol. 9, pt. 1, 2nd 
half.) Berlin, Springer. 734 p., 1189 fig., 
il. 

Power, N °38, p. 629, 1/2 col. ‘‘The author at- 
tempts to bring together the European and American 
practice and experience and gives considerable atten- 
tion to the mathematical treatment of stress problems. 
A comprehensive and systematized review of past and 
present status of dam design and construction with- 
out any attempt to introduce the latest viewpoints 
and their possible influence on future design of dams.” 


(See 3-3778) 

215. Traquair, H. M. Introduction to 
clinical perimetry. 3rd_ ed. st.. Louis, 
C. V. Mosby Co., 1938. 320 p., 227 il. $9.00. 

Am. jl. of ophthalmology, S ’38, p. 1049, 1/2 col. 

etains, in general, the form and content of 
the previous editions. The text has been revised and 
in parts rearranged and amplified. Forty-eight new 
illustrations have been added. Will continue to 
be one of the most valuable texts available for the 
student of perimetry, for it completely covers the 
subject, emphasizing the quantitative method.” T. E. 
Sanders. + 

Am. jl. of optometry, Je ’38, p. 235, 1/2 p. 
Cote Ba al 


216. Ungewitter, C.; Greiling, \W.; Koeck; 
Barth, E.. Eds. Chemie in Deutschland. 
Riickblick und ausblick. Berlin, Junker & 
Diinnhaupt Vlg., 1938. 143 p. 

Zeit. f. techn. physik, O ’38, p. 328, 1/4 col. R. 
Swinne. + 
_ 217. U. S. Nat. youth adm. 
industry in Ohio. 

Ceramics ind., N ’38, p. 35, 1/4 col. “. . . Under 
the supervision of S. B. Weston, state director. 
One of a series of occupational studies on Ohio in- 
dustries, it was prepared for use by pupils in high 
schools and unemployed youths slightly older. Open- 
ing with a_ short history of glass making, the book 
discusses all the steps in the manufacture of various 
types of glass products. . .” + 

218. Vale, R. B. Wings, fur and shot. 
Illus. by G. M. Sutton. N. Y., Stackpole 
Sons. 199 p. $4.00. 

Am. forests, O 38, p. 474, 3/4 col. “For the 
serious hunter—rich man or recreationist—of birds, 
big and small game, Bob Vale has put together what 
must remain for some time to come an authentic 
vade-me-cum for American sportsmen: what, as he 
subtitles his handbook, is truly ‘A Grass-roots Guide 
to American Hunting”. . . A humane book wherein is 
included a practical study of wildlife habits, conserva- 
tion and other sensible matters, designed to make 
hunting a greater sport, and less a slaughter.”” D. B. 

219. Van der Post, A. P. 
of agriculture. 
25s. 

_ Il. of farm econ., Ag ’38, p. 732, 1p. “. .. Book 
is primarily intended for farmers and students of 
agriculture. _The chapter headings are quite similar 
to those which would be found in standard college 
texts of the same title published in the United States. 


The glass 


Economics 
London, Gotch. 663 p. 
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Throughout the text emphasis is placed upon basic 
economic principles. . . Is apparent that the author 
is not in accord with many of the policies now in 
effect which lead to the restriction of foreign trade; 
neither is he in accord with the general adoption of 
programs for the control of agricultural production.” 
J. 1. Falconer. 

220. Veronnet, A. Constitution phys- 
ique des étoiles. Paris, Gauthier-Villars. 
95 p. 40 fr. 

Brit. astron. assoc.—Jl., O 738, p. 410, lp. “.. . 
In commencing this investigation we have as observa- 
tional data the surface temperatures, the masses and 
the dimensions of the stars. The problem is to de- 
duce from these facts the interior conditions, which 
are beyond the possibility of direct observation. — 
After an introductory chapter, in which a résumé is 
given of the ground to be covered, follow five chapters 
which deal in detail respectively with the astronomical 
and physical data of the problem, adiabatic equilibrium 
of perfect gases, the variation with temperature of 
the physical constitution of stars and the evolution 
of the stars. The mathematical investigations are 
comparatively simple, and the successive steps are 
clearly explained. Is very interesting, and can be 
recommended to all ‘astrophysicists’ who have a work- 
ing knowledge of French.” F. A. 

221. Vilella, J. R. Metallographic tech- 
nique for steel. Cleveland, Am. Soc. for 
Metals, 1938. 86 p. $2. 

Met. & alloys, Ag ’38, p. 520, 2/5 col. ‘Is based 
on 3 educational lectures given during the 1937 Na- 
tional Metals Congress. It is extremely good because 
it carries no cook book recipes, but instead develops 
the thesis that a micrograph is taken for information 
—-correct information—and to obtain it the exercise 
of common sense is required in sampling, polishing, 
etching methods and choice of reagents, and in pho- 
tography. Micrographs illustrate pitfalls and how to 
evade them. Every metallographer should read 
this little book, and those who don’t use the micro- 
scope themselves but draw conclusions from micro- 
graphs submitted to them should read it too.’ H. W. 
Gillett. 

222. Vosburgh, W. C. 
qualitative analysis. Ne a 
222 p. $2.25. 

Chem. & met. eng., O °38, p. 560, 1/4 col. “As 
in the first book written by the author and Dr. Jacob 
Cornog, emphasis in this new enlarged edition is 
placed on chemical principles and the scientific method 
rather than on complete coverage of analytical tests. 
This treatment seems to be justified in view of the 
fact that the text is especially designed for the begin- 
ning student. An unusual feature is that laboratory 
directions ate adaptable to either ordinary or semi- 
micro work 

223. Wachholder, K., Kyrieleis, W. and 
Braun, R. with intr. by C. Behr. Vitamine 
und hormone in ihren beziehungen zur 
augenheilkunde. (Abhandlungen aus der 
augenheilkunde und ihren grenzgebieten, 
no. 25.) 

Arch. of ophthalmology, Ag ’38, p. 347, 1-1/2 p. 

“Three surveys which were presented in a symposium 
on vitamins and hormones and their relations to oph- 
thalmology at the last meeting of the North-West 
German ophthalmological society are reprinted from 
‘Zeitschrift fiir augenheilkunde’. publication for 
ophthalmologists is most timely in view of the im- 
portance of this research and of the rapid progress 
of the knowledge in this field.”’” Percy Fridenberg. + 

224. Waddell, J. A.; Haag, H. B. = AI- 


Introductory 
Macmillan. 


cohol in moderation and excess. N. Y., 
W. Byrd Pr., Inc., 1938. 184 p. $1. 
Brewers dig., O ’38, p. 39, 1 col. “Thoroughly 


scientific in tone, with its case presented in an un- 
biased and objective manner, the book constitutes a 
valuable study of the effect of alcohol on the human 
system—and though the major part of it is concerned 
with pointing out the injurious effects of excessive 
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alcohol on various organs of the body, the authors 
have refused to regard alcohol used moderately as 
poison. .. 
225. Walker, S. H.; Sklar, P. Business 
finds its voice. N. Y., Harper. $1.25. 
Am. bus., S °38, p. 62, 1 col. ‘‘What there is of 
this book is reasonably good, and there are some 
excellent descriptions of current efforts of business to 
sell itself to the public, but the assumption that the 
few companies mentioned in the book are the only 
ones who know anything about it annoyed this re- 
viewer.” + — 


226. Weaver, J. E. and Clements, F. E. 


Plant ecology. pe 2a McGraw-Hill. 
601 Po 1 map: 271-11. 30s. 
. of ecology, Ag °38, p. 500, 3/4 p. “ +e 


a iy a textbook and a work of reference and in both 
capacities the main text which should be applied to 
it is that of its utility. Both of its authors are ex- 
perienced ecologists and teachers, and, in addition to 
a wide survey of general ecological problems, they 
have given considerable attention to the question of 
supplying an adequate practical background to the 
material incorporated. The examples indicated appear 
to be as suitable in Europe as in America and the 
wide and increased range of the work is possibly in- 
dicated by the fact that over one thousand references 
are now cited. There is no doubt that the book will 
serve its intended purpose and that it may be recom- 
mended both as a text and as a reference volume 
worthy of its authors. . .” W. H. P. 

227. Weinert, H. Die entstehung der 
menschenrassen. Stuttgart, Enke, 1938. 
313 p., 184 il., 7 charts. RM 18.80. 

Anatomischer anz., S 20 ’38, p. 107, 1/2 p. v. 
Eggeling. + 

228. Westinghouse electric & mfg. co. 
Artificial light and its application. Bloom- 
field, N. J., Commercial eng. dept., West- 
inghouse lamp div., Westinghouse electric 
mfg. co. 258 p. 75c. 

Product eng., N ’38, p. 458, 1/2 col. “. . . One 
of the most comprehensive books available on the sub- 
ject of artificial lighting. . . Is not only a record of 
facts invaluable in their application to lighting prob- 
lems, but is also an excellent textbook on the science 
of light.” + ; 

229. Weygand, C. Organisch-chemische 
experimentierkunst. Leipzig, J. A. Barth, 
1938. 772 p., 265 il. RM 45. 

Zeit. 5 techn. physik, O ’38, p. 324, 3/4 col. W. 

Nagel. 

230. * Whitaker, J. W. Mining physics 
and chemistry. 3rd ed. London, E. Ar- 


nold & Co. 359 p., 145 il. 9s. 

Colliery guard., S 30 7°38, p. 592, 1/2 col. “Is not 
one that dates quickly, since it deals with the funda- 
mentals of science rather than with the mechanical 
details of its application. . . For this reason it 
will be understood that little revision of the mat- 
ter contained in the last edition was required to 
bring the present one up to date It is a pity, 
however, that some desirable corrections have not 
been made and certain innovations overlooked. . . 
Principal reason for the issue of this new edition was 
the desire to make it a complete grounding in ele- 
mentary science by the inclusion of an entirely new 
section of some 90 pages dealing with electricity and 
magnetism. The book thus becomes a complete course 
in the elementary science of which the mining student 
must obtain a secure grasp.” 


231. Williams, R.; Spies, T. D.  Vita- 
min B—and its use in medicine. Ne We 
Macmillan, 1938. 411 p. $5. 

Bakers tech. dig., O ’38, p. 79, 2/3 col. “To re- 


view and summarize in convenient form the knowledge 
of this important subject. Have occupied Part 1 
with recording in concise, accessible form the avail- 
able information which they consider of immediate 
value in the practice of medicine. Part 2 deals with 








history and with experimental evidence derived from 
laboratory work. . . Pediatricians, students of nutri- 
tion and of such branches of chemistry as relate to 
nutrition as well as plant physiologists, will welcome 
this new monograph.” + 

232. Williams, S. A laboratory and 
field guide to biology. N. Y., Macmillan, 
1938. 130 p., 1 fig. $1.25. 

Am. jl. of science, S ’38, p. 235, 1/4 p. “Designed 
to provide a working method for Nature Study, Field 
Biology, and General Biology, in the hope of encour- 
aging more out-of-door work and pleasure on the part 
of students in cultural biological courses. The author 
writes with the conviction born of experience; his 
unusual little book should go far in helping to attain 
what all biologists agree is desirable—a closer ac- 
quaintance with our living environment.” S. C. Ball.+ 

233. Wilmanns, W. Die landwirtschaft 
Chinas berichte iiber landwirtschaft, 133. 


Berlin, Parey, 1938. 87 p. RM 6.50. 

Jl. of farm econ., Ag ’38, p. 717, 1-1/2 p. “... 
Attempts to survey and appraise the whole range of 
facts, issues and problems regarding Chinese agri- 
culture. Such a task necessarily precludes any pro- 
found analysis, but concentrates on a careful selection 
of the most relevant facts and issues so as to produce 
a reasonably accurate and intelligible sketch of Chinese 
agriculture in its economic, sociological, and political 
ramifications. . .”’ R. Schickele. + 

234. Wilson, G. L., Herring, J. M. and 
Eutsler, R. B. Public utility regulation. 


N. Y., McGraw-Hill. 571 p. $4.00. 

Am. gas jl., Ag ’38, p. 52, 3/4 col. “. . . Pre- 
sents an analysis of the nature, extent, and problems 
of public utility regulation in the United States. . . 
Describe and analyze the expanding role of the Fed- 
eral government in respect to the control of public 
utility industries. The significance and implications 
of this tendency are evaluated in terms of the possi- 
bilities of more effective regulation. In this particular, 
attention is given to the holding company, the inter- 
state movement of gas and electricity, interstate motor 
transportation, and communication. Attention is also 
given to the activities of the Federal Government in 
undertaking power projects and in promoting rural 
electrification. . .” 

235. Wood, L. D. Hops—tTheir pro- 
duction and uses. Chicago, Nat. Hops 


Co. 85 p. $1. 

Brewers dig., O ’38, p. 40, 1/3 col. ‘Author has 
rendered a distinct service by compiling in a concise 
form the widely scattered literature relating to the 
hop industry. The subject matter is developed pro- 
gressively, beginning with a historical review, fol- 
lowed by a description of the hop plant, its cultivation 
in various countries.”” + 

236. Woodruff, L. L. Animal biology. 
2nd ed. N. Y., Macmillan, 1938. 535, 


front., 312 figs. $3.75. 

Am. jl. of science, S ’38, p. 236, 1/3 p. “In re- 
vising this well known text-book the author has in- 
corporated numerous changes, especially in the field 
of genetics, and has added a useful chapter on the 
human background. . . Bibliography has been brought 
up to date with references to many recent scientific 
books.” S. C. Ball. + 

237. Worsham, J. A. The art of per- 
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suading people. N. Y., Harper. $2.50. 
Am. bus., S ’38, p. 62, 1/4 col. “A series of 
brief essays on various phases of persuasion. It dis- 
cusses the basic laws of persuasion and shows how, 
by a study of what motivates people, they may be 
successfully persuaded (sold).” L 
238. Wraight, E. A.; Chaudhuri, R. N. 
Failures, wear and some properties of rails. 


Calcutta, Govt. of India Pr. 4s. 

Mining jl. (London), O 1 738, p. 924, 2/3. col. 
“It is a matter of regret that this publication of the 
Indian Stores Department has not been issued in a 
more attractive form, as it certainly contains a vast 
amount of information and results of experimental 
work that must have occupied the authors’ attention 
over a lengthy period. . . Railway engineers and pro- 
ducers of rails should certainly not fail to secure... 
this paper which contains a great deal of condensed 
information and experimental data hitherto unpub- 
lished.” E. G. R. + 

239. Wright, C. H. A handbook of 
methods, excluding those for soils. Lon- 


don, Murby, 1938. 343 p. 16s. 

Tropical agric., S ’38, p. 213, 3/4 col. “. . . De- 
scribes in detail methods of analysis for fertilizers 
(including lime and limestone), feeding stuffs, milk 
and milk-products, and insecticides, and fungicides. . . 
Throughout the book, due attention is paid to official 
methods, both those of the A.O.A.C., as well as the 
British equivalent. . General lay-out of the book 
is on the same style as the author’s previous publica- 
tion—Soil Analysis—to which it makes a most suit- 
able companion and which the Agricultural Chemist 
will find invaluable in the laboratory.”” G. R. 

240. Yergan, M. Gold and poverty in 
South Africa. The Hague & N. Y., In- 
ternat. Labor Relations Institute. 24 p. 15c. 

Eng. & min. jl., Ag ’38, p. 101, 1/2 col. “Social 
research in South Africa is summarized in this 
pamphlet in the I.R.I. series dealing with the pre- 
vailing social conditions in various parts of the world. 
It is of particular interest to the mining industry 
because it deals with the labor problem in the world’s 
foremost gold-producing country.” 

241. Zinke, O. Hochfrequenz-messtech- 
nik. _ Leipzig, S. Hirzel, 1938. 219 p., 221 
fig. RM 15.50. 

Inst. of radio eng.—Proc., S ’38, p. 1180, 2/3 col. 
“By one of the engineers on the staff of the Institut 
fiir Schwingunslehre und Hochfrequenztechnik at the 
Berlin Technischen Hochschule, is the 3rd in the 
series, ‘Physik und technik der gegen wart,’ edited 
by Professor Fassbender, the director of that Insti- 
tute. . . Is what we would style a laboratory manual 
of instruments and methods in the field of high-fre- 
quency measurements. The scope of the matters 
treated is limited by the exclusion of testing methods 
for transmitters and receivers, of antenna and field- 
strength-measurement methods, of tube measurement, 
and of all methods whose use is confined to fre- 
quencies in the audible range; it is expected that 
these will be covered in other volumes in the series. 

” The theory underlying the various methods de- 
scribed is not developed in detail, a bibliography of 
88 titles being included for reference in this respect.” 
L. P.. Wheeler. + 

Zeit. f. instrumentenkunde, O ’38, p. 427, 2/3 p. 
Justi. + 
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Conservation and flood control 10, 14, 207, 

Correspondence and report writing 53, 144, 
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SELECTED LIST OF 
CURRENT FOREIGN 
FINANCIAL SOURCES 


June 1938 


Annotated check list of 578 sources 
of current foreign financial data, 
covering 52 countries, and also a 
list of general references. 

Includes yearbooks, bank letters, 
financial and trade publications, 
newspapers and magazines, stock 
exchange bulletins and quotation 
sheets, etc. 

Date, cost, and frequency of publi- 
cation given, together with name and 
address of publisher. 

Compiled by Eleanor S. Cavanaugh 
for the Financial Group of S.L. A. 


Order from 
Special Libraries Association 


345 Hudson Street, New York 
Postpaid, $2.00 


Guides 


TO BUSINESS FACTS 
AND FIGURES 


December, 1937 


Listing 235 business information sources. 

Giving full order data and descriptive anno- 
tations. 

Indexing 114 subjects, including six new 
divisions (since the 1933 edition), in the 
fields of air conditioning, house organs, 
legislation, liquor trade, and patents. 

Including bibliographies, compilations of 
statistical data, glossaries, guides to meth- 
ods of handling information, yearbooks, 
directories of sources, and other special 
tools in the business field. 


59 pp. Postpaid, $1.50 


Order from 
SPECIAL LIBRARIES ASSOCIATION 
345 Hudson Street, New York 








SPECIAL LIBRARIES ASSOCIATION 


PROCEEDINGS 
Thirtieth Annual Conference 
PITTSBURGH, 1938 


Containing reports on S. L. A. Methods 
in Dealing with Problems of Expansion 
and Techniques; How S. L. A. Meets 
Personnel Problems; Symposium on 
Microfilming and Documentation; Dis- 
cussion on “Business Profits and the 
Use of Published Information”; tran- 
scripts of two radio broadcasts; and 
many papers and reports on research 
phases in museum, newspaper, insur- 
ance, and other fields. 


NOTE:—In 1938, reports and 
papers will not be printed in of- 
ficial journal, Special Libraries. 


Price: Postpaid, $2.00 (To members 
of S. L. A., postpaid, $1.00) 


Order from 


Special Libraries Association 
345 Hudson Street, New York 








DIRECTORIES FOR 
THE BUSINESS MAN 


April 1938 


A compilation of 975 directories in 
the business field. 
An invaluable aid to the business 
man, to the advertiser, to the manu- 
facturer, and to the librarian. 
Date and cost of publication given, 
together with name and address of 
publisher. 
Among the subjects indexed under 
179 headings are air conditioning, 
beverages, chain stores, drugs, fairs, 
motion pictures, plastics, tourists’ 
camps, who’s who, etc., etc. 
Compiled by Laura A. Eales, of the 
Public Business Librarians Group, 
and the Publications Committee, of 
ay he 

Order from 
Special Libraries Association 


345 Hudson Street, New York 
Postpaid, $1.00 























